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DOUBLE TETRODE 


The new Mullard double-tetrode, QQV06-40, is 
designed for wide-band operation as an R.F. 
Amplifier, Modulator, or Frequency Doubler 
and Tripler. 

An improved version of the American 829B, 
the QQV06-40 has the outstanding advantage 
of very small output capacitances which permit 
its use at frequencies up to 500 Me/s. In 
addition, the comparatively low inter-electrode 
inductance of this valve, obtained by the use of 


a common box screen grid, enables it to operate at V.H.F. with 
a higher stability than has yet been attained by valves 

in this class. 

When used in tuned-anode, tuned-grid transmitters, the stability 
of this double-tetrode is increased even further by the use of 
internal neutralizing condensers. 

Other important design features are :— 


1. 


3. 


Direct and short connections between pins and 
electrodes, causing lower inductance and resistance. 
No insulating parts (mica or ceramics) between anodes, 
resulting in lower losses at V.H.F. 

Screened micas, preventing possible losses due to 
contaminated mica. 


Brief technical information on the QQV06-40 is given here. 
Full information on this and other valves in the Mullard range 
will be supplicd on request to the address below. 


COMMUNICATIONS AND 
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LONDON. WC2 
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Commentary 


Acti announcing preliminary measures to meet the 
present emergencies, the new Government is proposing 
a long Christmas recess to enable its Ministers to study at 
close quarters the many and urgent problems with which 
it is now faced. 

Topics оп which we have occasion to comment are 
therefore held in abeyance and we find ourselves in a 
somewhat similar position to the French lady, who wrote 
to her husband: “J'écris parce que je n'ai rien à faire et 
je finis parce que je n'ai rien à dire’. 

As is well known, the charter of the B.B.C. expires at 
the end of the year, but it is unlikely that the Government 
will have much time to devote to the forming of a new one. 
Nothing more drastic than “ The mixture as before" can 
be expected and it is unfortunate that the many recom- 
mendations put forward by the Beveridge Committee must 
be shelved for the time being. While we dislike the idea 
of sponsored television programmes, the new Government 
is likely to take a more sympathetic view of this contro- 
versial subject than did the late Government, but the major 
issues of the Beveridge Report, such as У.н.в. broadcast- 
ing, must await a more favourable state of the country's 
affairs. 

At the present moment the Government has more urgent 
affairs to attend to, and the radio industry, with the re- 
armament programme under way, is showing no desire to 
embark on a new manufacturing programme. Nor has 
there been any clamour on the part of the general public 
to invest in V.H.F. receivers. But in the meantime what 
of Wrotham ? 


* * * 


Elsewhere in this month's issue is published the official 
statement of the Radio Industry Council relating to a 
scheme just launched for the encouragement of technical 
writing. 

Briefly, the scheme is designed to promote the writing 
and publication of articles dealing with technical progress 
and development of radio and electronics in this country 
and up to six premiums of 25 guineas each will be awarded 
annually to those authors who, in the opinion of the 
judges, most successfully satisfy the specified requirements. 

This project is the result of discussions which have been 
taking place for some months past and while there are still 
a few details which need clarification, we are sure that it 
will receive the full support of the industrv. It is not clear 
at this stage into what categories the premiums will be 
divided and we should like to see at least one premium 
made available to an author for his first paper. But the 
Object of the scheme is perfectly straightforward and it 
is well that the scope has been left as wide as possible. 

There are one or two features which might give rise to 
adverse criticism. Опе is that the professional writer is 
ineligible and another is that papers or articles published 
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in the trade journals and journals of learned societies and 
professional institutions cannot be considered. We are 
not aware of the reasons which led the R.LC. to make 
these decisions, but we assume they are based on con- 
siderations of the criteria which have been laid down. It 
is obvious, however, that the lack of the kind of article 
or paper which the R.LC. deplores, is not due to any 
shortcomings on the part of the professional writer, but 
to the inability or unwillingness on the part of the scientific 
worker himself. 

Trade journals, as their name implies, deal largely with 
trade matters and have a closed circulation among radio 
dealers and wholesalers. Such articles as do appear in 
them are therefore considered beyond the scope of the 
scheme. И is true that papers appearing in the journals 
of the learned societies and professional institutions could 
qualify for awards since they are of the requisite standard 
as regards originality and presentation, but again there 
are probably very good reasons why they have been 
excluded. 

As a general rule, when an author is considering a paper 
for publication, his choice of journal lies between those of 
the learned societies and those of the several technical 
publishers who specialize in this type of publication. The 
different requirements of each in the way of length, tech- 
nical standard, and so on, usually enable the selection to 
be made without difficulty, but there is quite naturally 
some amount of overlap and certain papers or articles 
could be equally well presented to either. 

It is an unfortunate aspect of the postwar years particu- 
larly, that technological progress and development in this 
country has inot been adequately represented, and the 
impression is being gained abroad that we are lagging 
behind. И is difficult without generalizing to attribute this 
to any one cause or without making the usual excuses. 

As far as fundamental research itself is concerned, we 
believe this country is second to none and in the universities 
and research organizations where so much of this work 
is carried out, active encouragement is given for the results 
to be published in the form of a report for restricted 
circulation or a paper to a learned society. But in 
industry, which is largely concerned with development 
rather than fundamental research, this happy state of 
affairs does not exist except in the more enlightened 
establishments, and too often an item of research or 
development is regarded. as a secret to be guarded at all 
costs from competitors. Even where the broader view is 
taken, official permission to publish does not end the pros- 
pective author's difficulties. Time is not always available 
for the preparation of his manuscript, and typing and 
drawing office facilities are not readily forthcoming. 

The awakening of the Radio Industry Council to the 
dangers of such a state of affairs within the industry is 
therefore most timely. 
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Feedback Logical Computors 


D. М. McCallum,* B.Sc., A.M.LE.E. and J. B. Smith,* M.A., B.Sc., А.М.Т.Е.Е., A Inst.P. 


In a previous article a description was given of a simple Logical Computor! This Computor was 


э» 


of the “ scanning 


type; thar is to say, it dealt with a problem containing N two-state logical 


variables by investigation in а pre-determined order of all the 2" possible combinations of the 
y Ч р р 


states of these variables. 
operation is advantageous. 


И was pointed out that under certain conditions a feedback method of 


The present article outlines some of the theoretical principles of operation of a feedback computor, 
describes a small demonstration model which has been constructed and assesses the merits of the 
method when applied to problems of different types. 


1^ order to assess the relative performance of different 
modes of operation it is necessary to establish a measur- 
able quantity as a standard of comparison. 

The way in which this may be done will be illustrated 
by an example. Suppose for simplicity that a computor 
is considered with only three “variables.” These give 
rise to 2°, ie. eight possible combinations, which may 
be arranged in a convenient diagram as in Fig. 1(а). 

The non-feedback or scanning type of computor investi- 
gates these combinations in a pre-determined sequence 
which includes every combination once and only once, 
and which is the same for every problem. Such a sequence 
may be defined by joining the combinations by directed 


ABC АВС, ee ma 
Bc а) @ 
Kec Ас ag ee apo А80 gec Nat 


A < oa 
c Keg apg К Re a BP A А 
АЁ m. КЕС" eg Ару 


7 bid Ka 


(о) (b) (c) 
Fig. 1, Transition diagrams 


arrows, as in Fig. 1(b). The sequence may be scanned 
from the same point each time; alternatively, if the closing 
arrow (shown dotted) is drawn in, it may be begun at 
any point. А diagram such as Fig. 1(b) will be referred 
to as a transition. diagram, and the change indicated by 
any arrow as a transition. 

It is evident that the desirable object in a logical com- 
putor is that it should proceed from any arbitrary initial 
combination to a combination which is a solution of the 
problem in a number of transitions which is on the average 
as low as possible. 

For any given problem, the average number of transi- 
tions required will depend on the number of solutions and 
on their position in the scanning sequence. Referring again 
to Fig. 1(b), suppose that ABC and АВС are the solutions 
of some problem. Then we may write against every com- 
bination in the diagram the number of transitions required 
to proceed from that combination to a solution. This has 
been done in Fig. 1(c). The average number of transitions 
for this scanning sequence is therefore 


Е=(2+1+0+4+3+2+1 + 0) = 1.625 


The reader will verify, however, that this scanning 
Sequence happens to be well suited to this particular 
problem, and that different scanning sequences would pro- 
duce different values, mostly higher, for the average 
number of transitions. То obtain a general result it is 
desirable to average also over all possible scanning 
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sequences. When this is done, a result is obtained which 
depends only upon the total number of combinations n 
(eight in the example, 2" for the general case with М 
variables) and upon the number of solutions s. This gives 
the average number of transitions required to obtain a 
solution from an arbitrary starting point with an arbitrary 
Scanning sequence as 
n-$ 
Ey = 5+1 
Values of E, for varying values of n and s are given 
in Table I. E, is a measure of the time taken by a com- 
putor of the scanning type to obtain a single solution to 
a problem, and will be used as a standard of comparison 
for alternative methods. The value of E, for the example 
given above is 2. : 


Table 1 
Values of E,— = 
5+1 


A Mechanism to replace the Scanning Sequence 


It has been noted above that a scanning sequence which 
is peculiarly suited to a given problem may give a lower 
value of the quantity E than the average value E, defined 
above. It therefore follows that the average time taken 
to solve a problem could be reduced if it were possible 
to choose in every case a scanning sequence peculiarly 
suited to the problem. This is an illuminating concept 
which helps to explain the superiority of the feedback 
method. 

An example will again be used for illustration. Suppose 
that a problem has three variables, A, B, C, and two 
“rules ” 

A if and only if В (satisfied by AB, AB) 


A or else C (satisfied by AC, AC) 


There are clearly two solutions, АВС, and АЙС; these 
are the same as were used in the previous example. 

Now, starting from Fig. 1(a) again, it is possible to draw 
a transition diagram. This time there is no rigid scanning 
sequence; instead, the principle is applied that a variable 
may change its state if and only if one of the rules con- 
taining it is unsatisfied. 'To avoid complicating the diagram 
it is also assumed that all transitions will be “single,” i.e. 
will involve a change of only one variable; this is however, 
not essential to the main line of argument. The result 
is shown in Fig. 2(а). 
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Fig. 2(a) differs markedly from Fig. 1(b) in several 
respects. Firstly, from any given combination, several 
transitions are in general possible. Secondly, there are 
some combinations from which no transition is possible; 
these are of course the solutions. Thirdly, there are some 
combinations to which no transition is possible, e.g. ABC; 
unless this happens to be the starting point, no possible 
sequence can ever include it. Fourthly, closed loops occur 
which do not pass through any solution, e.g. the loop 
formed by the transition from ABC to ABC and back 
to ABC. 

It is clear from Fig. 2(a) that in any such system, what- 
ever the starting point, successive transitions can only 
lead to one of two results; either a solution will be reached, 
or else a situation will be set up in which a series of transi- 
tions round some closed loop is continuously repeated. 
The latter situation is obviously undesirable; whether or 
not it can actually arise will depend upon the mechanism 
which makes the selection between the possible transitions 
at any given point. If this mechanism is “ deterministic ” 
in the sense that it always operates in the same way under 
the same set of circumstances, then the possibility of this 
instability will be present (although not necessarily realized 
in every problem). 

The only way to ensure freedom from periodic behaviour 
is to introduce an element of randomness into the sequence, 
$0 that the various transitions from any point have definite 
probabilities of occurrence, but are not otherwise con- 
trolled. This changes the sequence into what is known 


aS i m 
PIN, ue dno MÁS 
D 2 #8 Je s As ded 
ABC Ф кс © fod @ y " joco м 
SIA Why? ONL” 
pe KEE nig @ 
i a (b) (с) 


Fig. 2. Transition diagrams 


mathematically as a “ stochastic process ” of a special type, 
the “discrete Markoff process.” 

The simplest assignment of probabilities is obviously 
that which makes the possible transitions from any point 
equiprobable. Once probabilities have been assigned, it 
is possible to calculate again the quantity described above, 
viz. the average number of transitions from an arbitrary 
starting-point to a solution. This will be done with 
reference to Fig. 2(a). 

The two solution points obviously receive the value 0. 
Consider next points ABC, ABC and let x, y be the values 
to be given to them. There are two possible transitions 
from ABC, one to a solution and one to ABC. Hence, if 
each transition has probability +, there is a chance of 1 
that a solution will be reached from ABC in one transition, 
and a chance of 1 that the first transition will be to ABC, 
after which a further y transitions will (on average) be 
required. Hence, 


x= 414+ 430+ у) = 14 dy 
By similar reasoning, beginning with ABC 
у =1+3Х 


whence х= у = 2 

From the symmetry of the diagram it is clear that the 

points ABC, ABC receive the value 2 also. Finally, the 
points ABC, XB receive the value z given by 
z 241 c 41 + 2) + 4 + 2) = 24 

These values are shown in Fig. 2(b), which also shows 

the probabilities assigned to the various possible transi- 

tions from each point. 
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Hence the average transition-value for all points is 
E=40+04+24+24+2+42 + 24 + 21) = 1.58 


Hence this system is, on average, more rapid than thc 
particular scanning system in Fig. 1(©), even although the 
latter was well above average for a scanning system. 

There is no reason to suppose that the assumption of 
equiprobable transitions is the best obtainable. It would, 
for example, be possible to assign the probabilities so that 
each transition had a probability weighted in accordance 
with the number of rules violated by the variable con- 
cerned. Consider the point ABC in Fig. 2(a) here A is 
involved in two unsatisfied rules, В and C in one only, so 
that the weighting of the three transitions from this point 
would be 4, 1, 1. The previous calculation then gives 
х= 2, у —2,z = 2 (Fig. 2(c)). Hence, Е = 1.5, а 
further improvement. 

It is clear that within the broad framework of the prin- 
ciples here described there is scope for investigation of 
variations in detail of the procedure. In addition to the 
assignment of transition probabilities, the question also 
arises as to whether “double transitions" (simultaneous 
change of two or more variables) should be permitted, and 
if so, with what probabilities. Moreover, the known 


Fig. 3. A general view of tbe demonstration model 


difficulty of producing true randomness in an actual work- 
ing model prompts the question as to whether some 
* pseudo-randomness " may not perhaps suffice for prac- 
tical purposes. Complete answers to these questions are 
not yet known. 


The Demonstration Model 


A general view of the machine is shown in Fig. 3. Only 
four two-state variables are provided. The indicating 
lamps and output sockets are on the rear panel, a red 
lamp indicating the state in which the sockets are con- 
nected to earth and a green lamp that in which the sockets 
are live (at +24 volts). The centre section of the machine 
carries the supply sockets for the connective boxes; the 
front section carries the control switches (which are 
described later) and “ feedback sockets ” for each variable. 

The connective or rule boxes are the same as those in 
the earlier computor and problems are set up in a similar 
fashion. The output from the final box in any rule is 
taken to feedback sockets of all variables involved in the 
rule. Fig. 3 shows the wiring of a problem described in 
a later section. 

Instead of the self-oscillating relay circuit described 
earlier it was found desirable to use a bistable relay circuit 
which is changed from either state to the other state by 


ELECTRONIC ENGINEERING 


applying an earth to the control lead. In Fig. 4 the circuit 
consists of relays АВ/3 and Ay/3, and the triggering line 
is indicated by an X. Starting with the relays in the posi- 
tions shown, when an earth is applied to the line at X, 
AB operates but Ау does not, as the fluxes produced by the 
two windings are equal and opposite. When the earth 
is removed, АВ remains operated through AB, and Ay 
operates, as one winding is still energized through A3 
When an earth is again applied to X, АВ is released, as 
Ay3 causes Af to be short-circuited. Аё remains operated 
through its second winding until the earth is removed from 
X, when it releases and the original circuit conditions are 
restored. Contacts Ayl and Ay2 ensure that the polarity 
of the circuit in the second winding is correct at the dif- 
ferent points in the cycle. 

This circuit is the basic block in the computor and the 
different modes of operation are obtained by triggering 
the four two-state variable circuits of this type in different 
ways. There are four modes of operation called Simul- 
taneous Auto, Simultaneous Manual, Manual, Auto, any 
of which may be selected by the multi-position switch at 
the left of the front panel. The two manual modes согге- 
spond to the auto modes and the latter will be described. 
In the Simultaneous Auto mode all variables which cause 
rules to be unsatisfied are triggered simultaneously from 
one oscillator, while in the Auto mode separate oscillators 
running at different frequencies are used to trigger the 
different variables and thus introduce randomness. Each 
oscillator is of the type shown in Fig. 4 as Аа; its frequency 
is controlled by the 1kQ variable resistor. 

As Auto operation is mechanically simpler it is described 
first. Referring to the block diagram of Fig. 5(a), it will 
be seen that the leads from the feedback sockets are broken 


Fig. 4. Feedback logical computor 


NOTES 


1. This is а jour-variable 
computor. The cir- 
cuits іп the left-hand 
column are repeated 
for each variable. 


2. The third contact of 
relay А а is used to 
drive the ” Simulta- 
neous Ашо" mode; 
relays Ba, Ca, Da, 
have only two con- 
tacts. 


‚ Contacts R. 5. are 
in the В variable cir- 
cuits, and so on. 


Em 
FEEDBACK [£/2 | 2 
OFF ON / 
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OSCILLATORS 


TWO STATE 
VARIABLES 


OUTPUT 
SOCKETS 


FEEDBACK 
SOCKETS 


тии 


Fig. 5(а). Block diagram for “Ашо“’ mode 

by the normally open contacts Ao2, Ba2, etc., so that earths 
from the feedback sockets are only fed back to the trigger- 
ing points while the relays are made. The frequencies of 
the oscillators may be continuously varied over a large 
range, so that if for instance an earth is simultaneously 
applied to the A and B feedback sockets, it is largely a 
matter of chance which variable changes first. 

In the Simultaneous Auto case, which is provided so that 
a certain type of instability may be demonstrated, it is 
desired that at any time an earth is connected to two or 
more feedback sockets the associated variables will change 
simultaneously. The A oscillator is used as the master and 
drives the slave relays E and S. The latter makes and 
breaks the four lines from the feedback sockets to the 
triggering points simultaneously (Fig. 5(b)). As difficulty 
was experienced in equalizing the operating times of the 
two-state variable circuits, memory relays Аб, etc., are 
inserted in association with each variable to remember 
the presence or absence of an earth on the feedback 
sockets. When relay E is operated by the Ao relay, con- 
tacts El and E2 hold the relays Ad, Bà, etc., in the positions 
they had prior to E making, as well as operating relay S. 
Thus the more rapid changing of one of the variables 
cannot act through the connective boxes to alter the feed- 
back conditions until all the variables have changed; the 
time for which E is made is long enough to ensure that 
the changes are complete before it releases. 

The two manual positions correspond to the auto posi- 
tions, five push buttons being provided, one for each 
variable and one common button to change all variables 
simultaneously. А feedback On-Off switch in series with 
the E relay keeps the feedback loops open until it is 
desired to set the computor in action, and allows the 
variables to be set to any initial condition by pressing the 
associated manual buttons. An additional stabilizing 
facility consists of four clamp buttons which enable any 
feedback line to be broken. Pressing the clamp button 
on a variable which is continuously oscillating will usually 
cause the machine to reach a solution. The blue lamp 
beside each pair of variable lamps lights when any un- 
satisfied rule involves that variable. 


Example of the Operation of the Computor 
eue problem which is set up in Fig. 3 has the following 
rules: — 
A or else B 
If B then C 
A if and only if D 
This problem has been discussed in the earlier article 
and the transition diagram for it is shown in Fig. 6. The 
following are examples of the behaviour of the computor 
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OSCILLATOR AND | Aa Е 
slaves | 5 

TWO STATE АЛ 

VARIABLES AY 


OUTPUT 54 11 


SOCKETS 
5 
р 

FEEDBACK 9 

SOCKETS 
MEMORY fas | 

RELAYS 

Tig. S(b). Block diagram for ‘Simultaneous Auto" mode 


with initial conditions which are an arbitrarily chosen 
* equidistant set." 
(a) “ Auro" MODE 


ABCD ABCD ABCD ABCD 
ABCD ABCD ABCP 
KBep 
ABCP 
KABED 
ABD 
KB£D 
KBCD 
ABCD 
ABCD ABCD ABCP ABCD 
ABCD ABCD ABCD 
ABCD ABCP ABCD 
ABCD 
ABCD 
(b) " SIMULTANEOUS AUTO " MODE 

XECH ABCD ABCĎ BCD 
ABCP ABCD ABCD 
ABCD (thesetwo ABCD 
ABCD combinations (last two 
(last two recur) combinations 

combinations recur) 
recur) 


Problems best suited to Feedback Computors 


The question naturally arises as to whether there is any 
class of problem for which the superiority of the feedback 
type of computor is most marked. It is found that when 
the rules each contain relatively few variables and do not 
overlap to any great extent (i.e. each variable appears only 
in one or a few rules) the advantage of the feedback 
method is very great; on the other hand, when one rule 
contains all the variables, or when each variable appears 
in many rules, the feedback method is not advantageous. 
To take an extreme example, a four-variable problem with 
a single answer (say ABCD) has a standard average- 
transition value E, = 7.5. If the same problem is set up 
in a feedback computor with four independent rules such as 

Not А 
B 
| Net С 
р 
then (assuming “ single " equiprobable transitions only) the 
average-transition figure is Е = 2. On the other hand, if 
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it is set up with a single rule which includes all the 
variables, e.g. 


(B and D) and not fa or C) 


Then the average-transition figure is E = 17.16. Any set 
of rules intermediate in character will give a value of E 
between these two extremes. 

The region in which the use of a feedback computor 
appears likely to be most fruitful is that in which the 
number of variables is large. It is therefore of interest to 
examine the behaviour of these limiting values of E for 
a large number (N) of variables. 

Taking the most unfavourable case first (a single rule 
including all variables), it is found that for а single- 
solution N-variable problem on the same assumption of 
single equiprobable transitions, the value of E is given by 
a rather complicated expression which can be shown for 
large N to approximate to 2+ This means that the 
feedback computor will have “looked at” all possible 
combinations “ about twice " on the average, before find- 
ing the solution. 

For a scanning type computor the average number of 
transitions E, is given by the formula previously given, 
with s = l, ie. 

п-1 


Во = i 
So at the worst, the feedback computor takes about four 
times as long as the scanning computor. 
„Тре most favourable case (single-variable non-overlap- 
ping rules) has a value of E which can be simply expressed 


Е = i(N - log.s) 


- 2^-1 approximately. 


and with s — | this gives E — T 


It is clear that the advantage here is of quite a different 
order, and that the feedback computor is vastly superior. 
For N — 20, for examples, the two values are 

E, = 524,288 E=10 
so that the feedback computor is in this case more than 
50,000 times more rapid than the scanning one. Although 
a problem in which the rules were of this optimum nature 
would be trivial, it is found that in most many-variable 
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Fig. 6. Transition diagram (A or else В, А И ошу D, if B then C) 


problems arising in practice the rules are in fact numerous 
rather than complex, so that much of this potential advan- 
tage may actually be realized. 

It is of interest to note that the type of problem solved 
quickly by a feedback computor tends to be precisely 
that which is solved quickly by a human brain. 
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Equipment for Acoustic Measurements 


(Part 4) 


The 


Direct Measurement of Reverberation Time 


by 


С. G. Mayo,* M.A., B.Sc., M.LE.E. and D. G. Beadle,* B.Sc.(Eng), A.C.G.L, A.M.LE.E. 


T is necessary when building a studio or hall for broad- 

casting to keep the reverberation time within close limits 
over the audio frequency spectrum. Reverberation is the 
persistence of sound in a room due to repeated reflexions 
after the original sound has ceased, and it can be shown 
that in conditions of complete diffusion the reverberant 
sound decays according to the law 


Tw. е  ostewesetteteens (1) 


where / is the intensity of sound after a time г, Г, is the 
steady state intensity and K a constant depending upon the 
volume and sound absorption in the room. In practice, 
conditions are seldom completely diffuse and the decay 
fluctuates about this curve. The reverberation time was 
defined by Sabine as the time taken for the sound to decay 
to inaudibility from a steady state intensity 6046 higher. 
For measurement purposes it is usual to obtain a curve 
over the decay period showing sound intensity in decibels 
against time, which, from equation (1), should be a straight 
line whose slope is inversely proportional to the reverbera- 
tion time. In the past a high speed level recorder has been 
used to trace the sound intensity on a decibel scale against 
time, but now the triggered time-base oscilloscope, 
described in the previous article, has been adapted to 
display the decay curve logarithmically. This is done by 
replacing the linear Y plate amplifier with an amplifier 
whose output is proportional to the logarithm of the input 
voltage. 

In order that the reverberation times may be read 
directly off a special scale on the front of the cathode-ray 
tube, the time-base of the oscilloscope has to be calibrated. 
This is most conveniently achieved by passing a damped 
wave-train of known decrement through the logarithmic 
amplifier and adjusting the time-base so that the resultant 
trace is at a predetermined angle to the Y axis of the tube. 
The method of adjustment also has the advantage of 
checking the performance of the logarithmic amplifier as 
any departure of the trace from linearity is easily dis- 
cernible. The apparatus for producing the damped wave- 
train has been called a decay calibrator and in order to 
save space is combined with a noise generator in a single 
carrying case. The noise generator is used for reverbera- 
tion measurements when it is desired to excite a wider 
band of frequencies than is contained in the more usual 
warble tone. 


The Logarithmic Amplifier 


The logarithmic amplifier is designed to operate from 
signals at microphone level and convert them into a direct 
voltage proportional to the logarithm of the amplitude of 
the input signal. The direct voltage is applied to the 
directly coupled push-pull Y-plate amplifier of the triggered 
time-base oscilloscope and, in conjunction with the linear 
time-base, displays the decay curve of a studio on a 
logarithmic scale against time. 

The logarithmic law is obtained, over a range of some 
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35db, by suitable use of the Г, — И. characteristic of a 
variable-mu valve, and by using two such stages in cascade 
a range of 70db has been obtained with a maximum 
deviation of +146 from a logarithmic law. 

The circuit diagram of the logarithmic amplifier is shown 
in Fig. 1. The microphone amplifier, consisting of valves 
V, and У,, has a maximum undistorted output of + 13db 
relative to one milliwatt into 600 ohms and has a voltage 
gain of 5346. Negative feedback is used to keep distortion 
low and the output impedance has to be increased by the 
addition of Кү, and R,, in order to present 600 ohms to 
the load. The transformer T, operates from 600 ohms to 
the push-pull grids of the first variable-mu stage. The step 
down to 600 ohms in the output of the microphone 
amplifier is to permit the insertion of a standard band- 
pass octave filter to eliminate extraneous noises and ensure 
that only the wanted frequency band reaches the amplifier. 
Push-pull is used for the variable gain stages to eliminate 
instability which would otherwise be caused by the push- 
push components introduced by the operation of the bias 
voltage. 


The output of the push-pull stages is rectified by a full 
wave rectifier W, W, biased by the delay voltage developed 
across the common cathode resistance R,, of valves V, 
and V,. This delay voltage determines the level at the 
output of the transformer 7, and, by maintaining this level 
at a constant value, the gain of the variable-mu stages 
must follow the variations of input level. Thus, if the 
input is decaying exponentially the gain of the variable-mu 
stages must increase exponentially in order to maintain a 
constant output and, since the characteristics of a variable- 
mu valve are approximately exponential it follows that a 
linear decrease of bias voltage will maintain the required 
constant output. Furthermore the delay voltage biases V, 
beyond cut-off so that when the peak a.c. signal applied 
to the rectifiers exceeds the cut-off bias the signal will be 
amplified before being passed on to the voltage doubler 
V,. This is similar in effect to amplified a.v.c. and gives 
a better control. The gain of V, is determined by the 
feedback resistances R,, R,, and is limited to prevent 
instability. У, acts as a voltage regulator for determining 
the cathode potential of V,. In the absence of V, the 
unsmoothed signal from the rectifiers W, W, would, if 
applied to the grid of V,, cause variations in the cathode 
current and hence in the biasing voltage. But with the grid 
of V, held at a positive potential by the voltage divider 
R., and R,,, the cathode potential will remain constant by 
cathode-follower action despite variations in the cathode 
current of V,. The voltage doubler V, charges negatively 
the O.1uF capacitor C,, and the charging resistor R,, pre- 
vents the mean potential from being unduly disturbed by 
sharp-peaked transients. The resulting negative bias is 
applied directly to the grids of У, and V, and after further 
decoupling by Ra, Rz, and C, to the grids of У, and V,. 
The discharge time-constant of C, is variable in three steps 
by resistors R,, ., and hence the maximum operating speed 
can be controlled. The values of R,,,, and C, were 
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chosen to give maximum operating speeds of approxi- 
mately 300, 600 and 1,200db/sec respectively correspond- 
ing to minimum reverberation times of 0.2, 0.1 and 0.05 
seconds. In practice reverberation times of less than 0.2 
seconds are seldom found, so that the instrument is capable 
of meeting all requirements for room acoustics . 

The direct voltage corresponding to the logarithm of the 
input voltage is obtained by adding, through resistances 
Rie Ry, Ras and R,, a voltage proportional to the mean 
cathode current to the mean grid bias of both pairs of 
variable-mu valves. The resulting voltage is smoothed by 
the capacitor C,, and applied аз a negative voltage to the 
grid of a cathode-follower V,,, the output voltage of which 
is displayed on the triggered time-base oscilloscope. The 
operating point of the cathode-follower is set by connect- 
ing its grid through К» and R», to the point of fixed 
positive potential as determined by the cathode current of 
V, and V.. 

Fig 2 shows the individual curves for (a) cathode current 
and (b) bias voltage for a given input signal as well as 
(c) the composite curve. It will be seen that the deviation 
of the latter from the dotted line representing a true 
logarithmic curve is less than +1946. 

V, has been included so that the sound decay can be 


UU6 


Cv329 


2 14 
> 
ù 
12 | LL 
ENNNBPZ A 
5 io 5 A i 
8 ш NO wm 
2 ИШ 
ы О 8 
© v > 
« 2 2 E 
Р ò © > 6 
= Б a 
sQ = = 
as о 2 
bs ki E O 4 
> 
о Е (о) Cathade Potential Contribution 
р E 2 {b) Bias Potentiol Contribution 
боб РА (c) Combined Output Voltage 
2 (d) Ideol Logarithmic Law 
Ё 936 -50 -70 -90 -l0 
INPUT LEVEL IN db RELATIVE TO О-775 VOLTS 
P Fig. 2. [Input/Output characteristic of logarithmic amplifier 
or 
Ж E 
в 


displayed as an intensity modulation on the oscilloscope 
trace. The valve operates as a megacycle oscillator with 
the amplitude of oscillation controlled on the suppressor 
grid by the direct voltage output of the logarithmic 
amplifier. The signal is passed through a small capacitor 
of suitable working voltage and after rectification the 
resultant direct voltage is applied to the grid of the cathode- 
ray tube, thus modulating the brightness. This method of 
display is comparatively new and few results have so far 
been obtained. 

A further piece of apparatus is being designed to pro- 
vide timing pulses at known intervals after the tone has 
been cut off in the studio. These pulses will be used to 
brighten the cathode-ray trace and give the delayed fre- 
quency response of the studio in a somewhat similar 
manner to that already used for displaying loudspeaker 
transient response curves.” 
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The Decay Calibrator and Noise Generator 


The circuit diagram of the decay calibrator and noise 
generator is shown in Fig. 3, in which it will be seen that 
V, and V, form the decay calibrator, V, is the noise 
generator and V,, V, and V, are an audio frequency 
amplifier. All three units together with a power supply 
unit are contained in a carrying case measuring 17in. х 
біп. x 10in. with a total weight of 1716. 

The decay calibrator is designed to give a wave-train 
of known decrement, which when rectified by the loga- 
rithmic amplifier gives a straight line trace on the oscillo- 
scope. The time-base speed of the oscilloscope may then 
be adjusted until the slope of the line corresponds to the 
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929? appropriate time on the reverberation scale. The unit 
бр consists of a circuit L, C,, tuned to 1,000c/s which is made 
33 to oscillate by positive feedback over the two stage 
amplifier V, V,. The forward gain of the amplifier is 
stabilized by negative feedback so that the setting of the 
oscillation control R,, is critical and the tuned circuit 
behaves as a pure Г, and С. The decay is then determined 
by introducing damping across the tuned circuit by the 
resistors R,, — R., which have values to produce decay 
times of 7, 2, 1, 0.4 and 0.2 seconds respectively. The last 
four decays are used for calibration, while the 7 second 
position is used as a sensitive test to determine the correct 
adjustment of the oscillation control. 
The differential equation expressing the instantaneous 
voltage across a parallel tuned circuit is 
ФЕ Г dE А 
ІС dr Rd Е 00. messes (2) 
where Г, C апа К аге respectively, the inductance, сарасі- 
tance and resistance апа Ё is the voltage. 


The transient solution of equation (2) is given by 


-t l 1 
Е = E, ex ( Кази ]- (3) 
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Fig. 3. 


Fig. 4. Decay calibrator output waveform 


where E, and ф are constants. This represents an oscilla- 
tion of frequency 
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the amplitude of which is decaying exponentially. 

The decay time T is defined as the time taken for Е to 

fall by 60db and will be given by 

T = 2RC log. 10° = 13.82 RC seconds ...... (4) 
Hence it will be seen that the decay time is directly pro- 
portional to the damping resistor provided that the main- 
taining amplifier is strictly linear. 

The output from the decay calibrator is taken from the 
anode of V, though the blocking capacitor С,, and the 
isolating resistor R,, to the input of the audio frequency 
amplifier which has already been described in detail.’ 

. Before using the decay calibrator, the oscillation control 
R,, is adjusted with the decay time switch 5, set to 7 
seconds and the “ Steady-Decay" switch 5, at Decay so 
that oscillations do not quite build up. Then, on opening 
$,, oscillations build up until limited by the maintaining 
amplifier. Since the amplifier has considerable negative 
feedback this limiting point is well defined and the ampli- 
fier will be linear up to this point. The “ Decay Time” 
switch 5, is then set to the desired decay time and S, closed 
to start the decay. A second contact оп $5, is used to trigger 
the time-base of the oscilloscope concurrently with the 
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onset of the decay of the oscillation. Fig. 4 shows a 
photograph of the decay obtained from the decay 
calibrator. j 

The noise generator V, is of the type described by 
Shorter and Harwood.* A 3db/octave filter consisting of 
C, — C,, and R, — R,, can be inserted as necessary into 
the output circuit of the noise generator to convert the 
energy distribution of the noise from equal energy per 
cycle of the “white noise" generated into “ pink noise’ 
ог equal energy per octave, The attenuator R,, R,, and 
R,, is inserted so that the total noise output remains 
constant for either case. 

The key K, in the output circuit of the audio frequency 
amplifier is used when making reverberation measure- 
ments. In the “ output ” position * white " or " pink " noise 
is fed through an octave band-pass filter connected between 
J, and J, to a loudspeaker amplifier connected to /.. The 
noise from the speaker in the studio is picked up on a 
microphone, amplified, and the output of the amplifier 
connected to Л, and thence via the key to the input of the 
logarithmic amplifier and triggered time-base oscilloscope 
attached to Ј,. On throwing the key the noise 15 cut from 
the studio and the filter transposed between the output of 
the microphone amplifier and the logarithmic amplifier 
input to prevent rumbles and other extraneous noises from 
giving a false decay curve. 

A photograph of the decay calibrator, noise generator, 
logarithmic amplifier, octave band-pass filter and triggered 
time-base oscilloscope with reverberation scale is shown in 
Fig. 5. 


Fig. 5. Equipment for reverberation measurements 


(A) Decay calibrator und noise generator (B) Octave band-pass filter 
(C) Logarithmic amplifier (D) Triggered time-base oscilloscope 
(E) Reverberation scale 


The Reverberation Scale 


The special scale developed for reading reverberation 
times directly off the face of the oscilloscope is shown in 
Fig. 6. It consists of an outer brass ring (A) which has a 
bayonet fixing to the oscilloscope housing. An inner ring 
(B) is carried on three polytetrafluoroethylene bearings (C) 
and can be rotated with respect to the outer ring by a 
friction drive (D). A perspex graticule (E) is fastened to 
the inside of the ring and has several parallel lines engraved 
upon it to assist in-the alignment of the graticule and the 
decay curve. These lines are illuminated by indirect light- 
ing from a flash lamp bulb in the housing (F) on the grati- 
cule. The inner ring also carries the reverberation scale 
(G) which is divided into three ranges 0.2 to 0.8, 0.4 to 1.6 
and 1.0 to 4.0 seconds. The index (Н) for the scale 15 
carried on a lamp housing (K) on the outer ring—the lamp 
being used to back light the scale. The lamp housing can 
be adjusted on the outer ring so that the index corresponds 
to “со” on the reverberation scale when the graticule lies 
along the time-base axis. This allows for variations in the 
position of the bayonet fastening and also for misalign- 
ment of the cathode-ray tube. 
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Application to Studio Testing 


The apparatus described has been in use for some time 
for taking reverberation measurements, and has proved to 
be very satisfactory when using either warble tone or white 
noise as the source of sound. 

The time-base of the triggered time-base oscilloscope is 
first calibrated by setting the graticule of the reverberation 
scale to a value corresponding to one of the decay times 
of the decay calibrator and adjusting the speed control until 
the slope of the decay curve corresponds to the slope of 
the graticule. 

The source of sound is used in conjunction with the tone 
pulser’ so that pulses of sound are reproduced in the room 
being measured at intervals rather longer than the rever- 
beration time. The sound in the room is picked up on a 
microphone and amplified by the first two stages of the 
logarithmic amplifier. The signal is then passed through 
a band-pass filter to eliminate unwanted noises and after- 
wards converted into a direct voltage corresponding to the 
logarithm of the input voltage. The resulting direct voltage 
after further amplification is applied to the vertical 
deflexion plates of the cathode-ray oscilloscope to give the 
decay curve the slope of which is measured. The graticule 
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Fig. 6. The reverberation scale 


(C) P.T.F.E. bearings 
(F) Cursor lamp housing 
(H) Index (K) Scale lamp housing 


(А) Outer ring (B) Inner ring 
(D) Friction drive (Е) Cursor 
(С) Reverberation time scale 


of the reverberation scale is then set to the mean value of 
several successive decays. 

Further results using the apparatus were discussed in a 
paper read at the Building Research Congress from 
September 11-20, 195]. 
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Slotted Line Techniques 


By E. С. Hamer,* B.Sc(Eng), A.M.LE.E. 


T v.u.F. nearly all connexions between circuits are 

made by co-axial cables, and in many cases one requires 
to know either the electrical characteristics of these con- 
necting cables, or the impedance, or other characteristics 
of the point of connexion. Bridge and other similar net- 
works are capable of giving a high accuracy of measure- 
ment over a wide range of impedances at the lower fre- 
quencies but at v.H.F. the leads used to connect the bridge 
to the circuit under test, and stray capacitances have an 
appreciable effect, and have to be allowed for as far as 
possible. И is often easier to measure directly the voltage 
ог current distribution along the connecting cable, as from 
these results the properties of the cable itself, or the circuit 
connected to the cable may be fairly easily deduced. This 
can be done by inserting at a suitable place in the con- 
necting cable a section of coaxial line which has a longi- 
tudinal slot along it. The voltage or current distribution 
along the slotted section of the line may be investigated 
by means of a probe, the probe being of the electrostatic 
type to measure the voltage, or a small loop to measure 
the current. Usually an electrostatic probe is used as, 
if a loop is used, it is very difficult to avoid mixed electro- 
static and magnetic pick-up, and both voltage and current 
will be measured simultaneously. For mechanical reasons 
the slotted line section is usually much larger in diameter 
than the connecting cable, and care must be taken that 
inserting it into the circuit under test does not cause any 
errors due to mismatch and discontinuities. When a 
voltage is applied to one end of a transmission line a 
voltage and current wave travel along the line building up 
electrostatic and electromagnetic fields. These waves 
travel down the line at a finite speed dependent on the 
materials from which the line is constructed, the principal 
factor determining the velocity of propagation on lines 
used for v.H.r. being the dielectric constant of the insulat- 
ing material used. At any discontinuity some of this 
energy will be reflected back and the resultant voltage 
wave along the line will be altered. If the applied voltage 
is sinusoidal the incident and reflected travelling waves 
will combine at all points along the line to give a stationary 
wave. The peak magnitude of the stationary or 
standing-wave varies along the line in a cyclic manner, 
as well as varying sinusoidally with time. It is important 
to distinguish between the incident and reflected waves, 
and the stationary “ Standing-Wave " which is a combina- 
tion of the two. In a loss-less line an observer measuring 
the instantaneous voltage at any point would be unable 
to detect between a single incident travelling-wave, and 
a combination of incident and reflected waves giving a 
resultant standing-wave. If the observation point was 
moved the voltage would vary in phase but not in peak 
amplitude, (in the case of the single travelling-wave), but 
the voltage of the standing-wave would vary in phase and 
peak magnitude. The ratio of the reflected voltage or 
current wave to the incident voltage or current wave at 
any point in the line is known as the “ Reflexion Co- 
efficient ", and is a vector quantity as it takes account of 
the phase angle between the incident and reflected waves. 
The ratio of the maximum value to the minimum value 
of the resultant standing-wave (if any) is termed “ The 
Standing-Wave Ratio" and is a scalar quantity being a 
measure of magnitude only. Simple relationships exist 
between these two quantities, and usually the easiest one 
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to measure is the standing-wave ratio. In a section of 
loss-free line the standing-wave ratio will be constant along 
the line, as will also be the magnitude of the reflexion 
coefficient; but the phase angle of the reflexion coefficient 
will vary along the line at a rate twice that at which the 
electrical angle of the travelling-waves is varying. 

One of the most important properties of a transmission 
line is its characteristic impedance, and this is determined 
by the construction of the line; it is the impedance which 
would be measured at the input of an infinitely long length 
of the line. In most lines used for v.H.F. where the losses 
are small it has a purely resistive value, and if a short 
length of line is terminated by a resistance of this value 
the line will behave in the same manner as an infinite 
line (i.e., there will be no reflected wave); but if the line 
is terminated by any other impedance, resistive, reactive, 
ог a combination of resistance and reactance there will 
be a reflected and hence a standing-wave. А reflected 
wave will also be caused if an impedance is shunted across 
the line, or placed in series with the line at any point. 

If Ex and Л are the incident voltage and current. 

Ев and fr are the reflected voltage and current. 

2% = Characteristic Impedance of the line. 

Z — Terminating Impedance. 

К = Reflexion Coefficient = Ек/ Ет = —In/Ii = Кф. 
S.W.R. = Standing Wave Ratio 


Then 
d Z- Ze © 
cat СИРНЕ: г, V a 
K 27, (Vector Quaniity) 
S.W.R. = [41/124 or |Z./Z| (Scalar Quantity) 
S.W.R. — 1 ' 
|К|=К= sak Fi (Scalar Quantity) 
S.W.R. = : ar t (Scalar Quantity) 
3 
Z= Ze tk (Vector Quantity) 


1- K 
The Power flowing along line = Emax x Emin x Ro 
where Emax and Emin are R.M.S. values. 
`. Power along line is proportional to emax X етш 
where emax and ель are maximum and minimum values 
of the standing-wave voltages. 


Line Construction 


It is important that the section of the measuring line 
introduced into the cable or circuit under test should intro- 
duce no discontinuities or other errors due to itself. Any 
such discontinuities or errors may be due to: 


(a) The junction between the cable and the line itself. 


(b) Any irregularities in the measuring line due to eccen- 

tricity, or variation of sizes of elements. 

(c) The mechanical supports for the inner conductor. 

(d) The effects of the slot in the line. 

(e) Energy absorbed by the measuring probe. 

Effects (b) (c) and (d) may be easily made negligibly 
small compared with irregularities in the cable under test; 
(a) is made negligible by careful mechanical design, and 
use of suitable matching sections; and (e) is made small by 
using a small probe penetration and sensitive detectors. 

To minimize the effects of (a) the ends of the line are 
usually tapered, the taper being such as to gradually reduce 
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the size to that convenient for incorporation of an integral 
cable junction. Both the inner and outer conductor of the 
line are tapered so that the characteristic impedance remains 
constant all the way along the tapered section, and the 
longer and more gradual the taper the less are any small 
discontinuities.? 

When all these effects have been minimized errors in 
reading the actual] voltage distribution along the slotted 
line may also occur due to: 


(a) Oscillator harmonics and oscillator instability. 
(b) Instability of detector and probe circuits. 

(c) Errors in reading. 

(d) Coupling between the line and probe varying. 


Careful oscillator design, using buffer circuits and output 
filters make errors due to (a) negligible. 


Fig. 1. Typical slotted line and carriage 


If a silicon crystal detector is used and the current is 
kept below 60 microamps no appreciable change of cali- 
bration is likely to occur due to effect (b). Provided 
good galvanometers are used the reading error (c) should 
be low especially if two ranges are used say 0-6 and 0-60 
microamps. 

Probe coupling. (d) is the largest source of error, and 
careful mechanical design is required to minimize varia- 
tions of probe penetration into the line, and the effects of 
eccentricity of the inner conductor. А rigid inner con- 
ductor is required mounted on the minimum of spacers, 
and a precision moving carriage. Even after the most 
careful construction errors will stil] be present, but if the 
whole line is rigidly mounted, and the construction of the 
carriage is such that any error is repeatable, the line itself 
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may be calibrated to allow for these defects and accurate 
and consistent readings obtained. It is important that the 
amount of material used for the spacers should be reduced 
to the minimum consistent with mechanical rigidity.” 

Fig. 1 shows a photograph of a typical slotted line, and 
Fig. 2 shows an enlarged view of the probe section. The 
outer of the line is rigidly mounted in Vee blocks which 
are themselves fastened to an angle iron frame, the carriage 
runs on guide rails bolted to the Vee blocks, and has spring 
loaded wheels. The cursor consists of a.perspex sheet with 
a scribed line in close proximity to a steel scale, oblique 
lighting being used to show up the cursor line. It will 
be noted that the whole of the probe assembly is insulated 
from the carriage, the probe itself being a small disk in- 
serted through the slot in the line. А silicon crystal is 
connected to the top of the probe, and the earth return 
of the crystal and by-pass decoupling circuits are made 
by means of silver plated contacts to the sides of the slot 
И is essential that the probe earth return should not be 
made via the carriage otherwise, particularly at high fre- 
quencies, external circulating currents may be set up in 
the carriage framework, and along the outside of the line. 

Fig. 3 shows a drawing of the probe assembly, it will be 


Fig. 2. Probe assembly 


seen that the crystal mounting also forms a by-pass capa- 
citor, and that the earth return is via symmetrical earth con- 
tacts alongside the probe. The probe depth can be varied 
easily, and the coaxial type of silicon crystal easily re- 
moved. The complete assembly is mounted on a sheet 
of distrene and is insulated from the carriage. 


Calibration of the Line 


For most measurements it is not necessary to know the 
actual RF. voltage along the line, but only its relative 
magnitude compared to some other measured value. In 
ihis case the line can be easily calibrated by taking a series 
of readings of crystal current with the line open circuited. 
With the line open-circuited a large standing-wave ratio 
will occur, and the input power from the oscillator is 
adjusted so that at a voltage maximum the high range 
galvanometer is at full scale reading. А series of measure- 
ments are made of crystal current at regular intervals 
along the line, these intervals being more closely spaced 
when the low range galvanometer is in use. The positions 
of the minima are determined as accurately as possible, 
and in some cases it may be desirable to plot the readings 
against the distance along the line, on both sides of a 
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minimum so as to locate the position of the minimum 
accurately. Under these open-circuit conditions the volt- 
age distribution along the line will be sinusoidal, and in 
one-half period a change of electrical angle from 0 to x 
will occur when the probe travels the distance between 
successive minima. The probe circuit only measures the 
amplitude of the resultant wave and takes no account of 
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Fig. 3. The probe assembly 


the phase. If the minimum occur at distances 4, and 4. 
along the line, and if the maximum reading corresponds 
to a relative voltage of 1, then the relative voltage at any 
distance d between d, and d, and is: 


i i а-а 
Relative volts = Sin | ў? а d 


where only the positive values are used. The galvanometer 
readings at these points may be plotted against the calcu- 
lated relative voltages. 

This work is considerably eased if a calculating machine 
is available as л/(4, — d,) may be set up, and multiples of 
this value added successively corresponding to distances 
d — d, along the line; the values of the sine function 
being read from suitable tables for each operation, 

If it is desired to calibrate both the voltage probe, and 
the line itself to allow for any other errors such as varia- 
tion of probe depth, then a much more elaborate proce- 
dure is required.” Such a calibration is only required when 
trying to make measurements of very low standing-wave 
ratios (1.05/1), or if bad irregularities exist in the line due 
to faulty construction. 

It is necessary to calibrate the line for each band of fre- 
quencies used as the calibration varies with fre- 
quency, mainly due to changes of performance of probe 
circuit components. Once made the calibrations remain 
constant for a considerable time provided that excessive 
current is not passed through the silicon crystal. 


Measurement of Impedances 

Nearly all line measurements are made by the determina- 
tion of the reflexion coefficient at the end of the measur- 
ing line and from this the impedance at this or any other 
position may be evaluated. 


Now 
_ SWR — 1 
| S.WR. + 1 


so that a measurement of the standing-wave ratio imme- 
diately enables the magnitude of the reflexion coefficient to 
be determined. Now if at the end of the line 


Ев = KE; = kdo Ex 


IK| =k 


where K = Fle 
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and at a point 0 electrical degrees from the end of the line 
when moving towards the generator. 


Incident Voltage = E; |+0 
Reflected Voltage = Er |—@ 
^. The Resultant Wave = Ет |+9 + Er 1—0 
= Е! |+ 0 + КЕ |o — 0 
and this will have а maximum value when 
0=ф – 0 
7. ф = 20 

hence the distance of the first voltage maximum from the 
end of the line enables the argument of the complex 
reflexion coefficient to be obtained. In practice it is pre- 


ferable to measure a minimum position as this may be 
more accurately located, 
then 
0 – (ф – 0 = nx 
4006 = 20 — пт 
also it is easier to measure the minimum from some arbi- 
trary position such as that when the line is open circuited, 
rather than determine the exact electrical distance from the 
end of the line. On open circuit 
К =1 jo 
к 0, = + пл[2 
hence by measuring the shift of a minimum position from 
that obtained on open circuit to that with the circuit under 
test connected to the line the argument of the reflexion 
coefficient may be accurately determined (see Fig. 4). This 
may be used to obtain the value of the impedance by 
solving 
А .1+К 
Lm Lo ] gK 


or alternatively the use of “ Smith " charts enables an easy 
graphical solution to be made.? 

If the point of observation is moved towards the load 
the value of the argument of the reflexion coeflicient will 
increase positively; but when measuring the shift of a mini- 
mum position after the load has been connected, a shift of 
the minimum towards the load corresponds to a negative 
value of the reflexion coefficient argument and vice-versa. 
These rules must be carefully observed when using 
"Smith" charts to calculate the change of impedance 
along a line, or the impedance connected to the end of 
an open circuited line. 


Measurement of Co-axial Cable Characteristics 


In many cases it is necessary to know the electrical 
length of a cable at the frequency under test, this being 


Qpen Circuit Voltage Wave 


Voltage Wove Position of 
ith Termination Voltage Maximum 
E — 
== 


Fig. 4. Reflexion coeficient 


А = Probe minimum on open circuit 

B = Probe minimum when load placed on end of line 
АВ = а* electric angle probe has moved 
AO = Boe 
BO = 


“Ө = а+ OQ. = а + пт/2 
„Ө = 2а 


rarely equal to the mechanical length. This is easily deter- 
mined as, if a minimum position with the air spaced 
measuring line open-circuited is found, and then the open- 
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circuited test cable be added, the distance the minimum 
moves towards the load end of the line will be the elec- 
trical length of the cable. If a long piece of cable is under 
test a whole number of half wavelengths may have to be 
added to the distance the probe moves, the distance corres- 
ponding to a half wavelength being conveniently and 
accurately determined by the distance apart of the mini- 
mums along the slotted line. If the piece of cable under 
test has a characteristic impedance very different from 
that of the measuring line, or is a high-loss length, it is 
more accurate to slightly adjust the test frequency, or 
length of cable under test so that the minimum position 
does not apparently move. This is to avoid any errors 
due to the change of reflexion coefficient angle at the 
junction of the measuring line and test cable. 

lf now the electrical length, mechanical length, and hence 
velocity ratio are known, the characteristic impedance may 
be evaluated by measuring the total low frequency capa- 
citance of the cable under test. The frequency at which 
the capacitance is measured should be sufficiently low 
for the cable to behave completely.as a lumped and not 
a distributed network. 


Now 
Zo = 138/ Ve log,, D/d 
when e — dielectric constant of the insulating material, also 


cee of propagation in cable is proportional to 
е. 
я Velocity Ratio meo CM engi 
electrical length 
Now the capacitance of a concentric cable 
í lle 

log, (D / d) 
_ 3350е 

С 

_ 3350 x Electrical length 


C x Mechanical length 
TPE 3350 x Electrical length of cable in metres __ 
APT Total capacitance in pF 


When making a measurement of the characteristic 
impedance the length of cable should be approximately 5 
to IO wavelengths long. If short lengths of cables are used 
errors may be caused by the capacitances of the plugs and 
sockets used, and the end effects of the cable. If long lengths 
of cable are used, the standing-wave ratio is reduced and 
the position of the minimum cannot be accurately deter- 
mined; also there may be some ambiguity in determining 
the approximate number of half wavelengths and hence the 
electrical length of the cable unless the velocity ratio has 
been accurately determined from tests on a short length. 

Another important parameter of the cable is the attenua- 
tion at the test frequency and if 


1/ Ve 


-pF per metre. 


rare 


sending end voltage - 
receiving end voltage 


п = voltage attention along cable = 


then at the receiving end 


Ев 
К = 
Е Ет) | 
Е 
|Ex' ІЁ = [Es 
at the sending end ks = с when d 
IE Е = nE! 
2. Ка = krin? 
Now if the receiving end is open-circuited and ky = | 
n ksd/m 
М.К. — | " 
but Ак pam Н 1/п? 
S.W.R. +1 
ds {г +1 
^ Мама. -1 
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(9-м. +1 
S.w.R.—1 


where S.w.R. is the standing-wave ratio measured when the 
test cable is open-circuited. | 

In many cases it is desired to measure the standing- 
wave ratio caused by connecting a piece of equipment (say 
an aerial) to a cable, and in such cases the attenuation of 
the cable connecting the equipment under test to the 
measuring line must be allowed for. The measured standing- 
wave ratio will be less than the true standing-wave ratio 
at the point where the equipment is connected to the cable. 
ТЕ kr is the true magnitude of the reflexion coefficient at 
the equipment junction and Аш is the measured magnitude 
of the reflexion coefficient at the measuring line junction 
then km = kr/ n? 


14 


Attenuation in db = 20 log,, 


TRUE S.W.R. 


MEASURED SWR 
Fig. 5. S.W.R. correction for aerial cable length 14.3 metres 


The true standing wave ratio = 


R 1+ Ат Тара 
элни | — Ka P 1 п? 
S.W.Ran— | 
but kn 2 —— — 
S.W.R.m + | 
bm 1 
S.W.R.u| — =| 
п? —1 
Г $ М.В ЕЕ = —— 


` E + 1 
S.W.R.n 
nm-] 


but with the test cable on open circuit 


2 S.W.R.oc т l 
n = E 
S.W.R.oc — 1 
. ml 
. S.W.R.oc = 7; 
m-] 
р S. W.R.n X $. W.R.ue — 1 
ss МВТ == і 


S.W.R.oc — S. W.R.i 


Fig. 5 shows a graph of the correction curve for a typical 
aerial test cable, it will be seen that at low standing-wave 
ratios the correction required is negligible; but at the higher 
values the required correction is very large. 


Measurement of Aerial Characteristics 


The measurement of the impedance at the base of an 
aerial is made by using a combination of the methods 
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described. The electrical properties of the cable connect- 
ing the aerial to the line are measured, the aerial is then con- 
nected and the impedance at the junction of the connecting 
cable and measuring line then determined. From Smith's 
charts or by calculation the impedance at the junction of 
the connecting cable and the aerial is then determined. 
In calculating the impedance at the base of the aerial, the 
true reflexion coefficient has the same magnitude as that 
measured at the end of the line, but the reflexion cofficient 
angle will have changed by an amount twice the electrical 
angular length of the connecting cable if losses are neglected. 
A standing-wave ratio measurement may be made over the 
frequency band required corrections being applied to allow 
for the attenuation of the connecting cable. 

One of the major requirements in connexion with aerial 
work is to determine the gain of the aerial under test 
against another aerial or against the equivalent omnidirec- 
tional source. An accurate and simple method is to feed 
the aerials under test through the measuring line, the power 
being adjusted in all cases to give the same signal strength 
at the receiving station. The power flowing into the aerial 
is then proportional to the product of the maximum and 
minimum values of the standing-wave pattern. This is a 
true measure of the power flowing through the line to the 
load irrespective of the value of the aerial impedance, or 
characteristic impedance of the connecting cables. 


Television 


After the war the German broadcasting system was split 
uo and Western Germany and the Western Sectors of 
Berlin were covered by a number of organisations, as 
follows : 


Nordwestdeutscher Rundfunk 
(NWDR —Hamburg) 

Berliner Rundfunk 
(an NWDR unit) 

Radio in the American Sector 
(RIAS) 

Hessischer Rundfunk 
(Frankfurt) 

Sueddeutscher Rundfunk 
(Stuttgart) 

Bayerischer Rundfunk 
(Munich) 

Radio Bremen 


(FORMER BRITISH ZONE) 
BERLIN (British Sector) 


BERLIN (American Sector) 


FORMER AMERICAN ZONE 


FORMER AMERICAN ZONE 


FORMER BREMEN ENCLAVE 
(American) 

Suedwestfunk FORMER FRENCH ZONE 
(Freiburg) 

There was a temporary stop to work on television until 
1948 when NWDR was able to take it up again in co- 
operation with a few commercial firms. By 1950, NWDR 
had set up in Hamburg an experimental apparatus includ- 
ing a film scanner, a diapositive scanner and a studio 
camera. Since then this equipment has been increased by 
one film scanner and two studio cameras. and for some 
months has been making experimental public transmissions 
of 625 line pictures with negative modulation. All the 
cameras and scanners are made by Fernseh GmbH of 
Darmstadt which is owned by the Bosch concern. This 
apparatus modulates a 0.1kW vision and a 0.06kW sound 
transmitter (made by Siemens) which at present operates 
in the region of 100M/cs, soon to be changed over to the 
final band of 200M/cs, in conformity with the decision 
to adopt the European standards agreed at Geneva in 1950. 
There are also two waveform generators made by Lorenz. 

The NWDR television plans are much more advanced 
than those of the other broadcasting systems in the Federal 
Republic, which apart from RIAS, have got no further 
than discussion how they might share in NWDR’s service. 
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The polar diagram of an aerial may be taken in the same 
way and by applying “ Rousseau's" construction to the 
polar diagram, the mean radiated power in the plane under 
test may be evaluated and hence the gain over the omni- 
directional source in the same plane. By repeating the 
polar diagram in various planes the mean spherical radiated 
power may be determined, and the gain of the aerial in any 
direction over a true omnidirectional source determined. 

Many other types of measurements may be made by using 
combinations of the techniques described; and provided 
that care has been taken in the setting up and calibration 
of the measuring line and that care is exercised in making 
the measurements, repeatable results accurate to within less 
than 5 per cent can be obtained. If the construction of the 
line is sufficiently good these measurements may be made at 
frequencies up to 500Mc/s. At the super high frequencies 
many of the concepts of impedances, and characteristic 
impedance no longer hold, but similar techniques may be 
employed using slotted wave-guides to take the place of the 
slotted co-axial line. 
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Measuring 


in Germany 


Television in Eastern Germany 


Many reports have been received about progress alleged 
to have been made in Eastern Germany and there is no 
doubt that some progress has been made in installation 
of television. There is believed to be only one factory in 
Eastern Germany manufacturing television receivers. The 
one model which is produced is identical with the small 
television set manufactured in the U.S.S.R. The German 
factory produces sets (without valves, which are installed 
in Russia) with Soviet markings, which are exclusively for 
delivery to Russia. There is no production of television 
receivers in Eastern Germany for domestic consumption. 
The East German production of television receiver sets is 
on a relatively small scale. 


NWDR’s Plans 


NWDR has decided to push ahead first of all with the 
establishment of a proper service in the Former British 
Zone and the British sector of Berlin. Its immediate plans 
are for the establishment of two 10kW transmitters in 
Hamburg and Langenberg (near Dusseldorf), and three 
1kW ones in Hanover, Cologne and Berlin (British sector). 

І is hoped that the five transmitters will be ready to be 
put into service by the summer of 1952, and would be 
capable of reaching 12 million people. Links on deci- 
metre wavelengths between the transmitter stations are 
being set up by the German post office with early exten- 
sions planned to Frankfurt (am Main), and subsequently 
to Baden-Baden and Munich. 


Production of Television Receivers 


As far as receivers are concerned a number of firms 
have started, or are planning to start, production of sets. 
Blaupunkt and Phillips are two of the first in the field. 
The initial price of a receiver will probably be DM1,000 
(1.е., more than £83) until large-scale production can be 
started. 
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When W/T First Spanned 
the Atlantic 


ECEMBER 12, 1951, marks the fiftieth anniversary of 

the historic day when Marconi’s faith in the possibility 
of long distance signalling by “telegraphy without wires ” 
was dramatically vindicated. 

Marconi had come to this country only four years pre- 
viously to demonstrate his first crude apparatus. There was 
admittedly little of originality in its component elements. 
But in his grasp of the potentialities of these products of 
the scientists’ laboratory and the means by which the 
emission of Hertzian Waves could be applied to the trans- 
mission of intelligence with range of action measured in 
miles instead of feet, he stood alone. 

His first patent—the world's first patent—on telegraphy 
without wires was filed on June 2, 1896. The young man 
soon drew around him the interest of men of science, 
the support of men of business, the friendship and advice 
of men of influence and Marconi's Wireless Telegraph and 
Signal Company, as it was at first named, was formed the 
following year. 

From the results so far achieved in the long series of 
investigations and trials on which he was still engaged he 
had formed the unshakeable opinion that, carried out on 
a sufficiently large scale, his transmissions would be 
capable of reception across the Atlantic. Of proof there 
was none save that of achievement. To that end a trans- 
mitter of 25kW input—a hundred times more powerful 
than anything before attempted—was planned. 

The coastline of West Cornwall was an obvious choice 
of position for the great experiment. 

Building work at Poldhu commenced in October 1900. 
By January of the following year the plant was installed 
and ready for preliminary tests. Professor J. А. 
Fleming, F.R.S., of University College, London (Sir 
Ambrose Fleming who later devised the forerunner of all 
thermionic valves), had been appointed Scientific Adviser 
to the company and, knowing his wide experience in 
dealing with extra high tension alternating currents on a 
large scale, Marconi had entrusted to him many aspects 
of the design problems involved. 

The aerial system which it was proposed to use for the 
Trans-Atlantic test was to be in the form of an inverted 
cone of wires supported by a circle of twenty masts, 
200ft in_diameter, each mast being 200ft high. The 
transmitter buildings were situated in the middle of the 
circle of masts. 

Readiness for the attempt was approaching when on 
September 17, 190] the mast structure was wrecked by a 
heavy gale and it became necessary quickly to 
construct another aerial. Time was vital and a simpler 
fan shaped array suspended from a triatic between two 
170ft masts was constructed and used in the actual trans- 
Atlantic experiment. 

All was now ready at Poldhu and on November 27, 1901 
Marconi and his two assistants Kemp and Paget left 
England, arriving in Newfoundland on December 5. 

A room for use as a receiving station and store was 
placed at their disposal in the disused hospital on Signal 
Hill at St. Johns. 
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The transmitting station at. Poldhu. 


To elevate the long aerial required in those days the 
party had brought balloons and large kites. By December 
9 they were ready and a telegram was despatched to the 
waiting engineers at Poldhu instructing them to commence 
on December 11 the prearranged programme. This required 
the transmission of repetitions of the Morse letter “$” 
(three dots) from 3 p.m. to 6 p.m. Greenwich time daily. 

The next day was spent in experiments with kites and 
one was successfully flown to raise 600ft of wire. Diffi- 
culty was found in using any of the syntonic apparatus 
which had been brought owing to the continual variation 
in the capacitance of the aerial caused by the rise and fall 
of the kite in the boisterous wind and Marconi decided to 
use the next best means of reception available. This was 
a simple circuit embodying a sensitive self-restoring 
coherer which had been designed for use in the Italian 
Navy. It was arranged for aural reception with a telephone 
earpiece so that the weakest signals could be detected. 

On the following day the wind increased in force and 
a balloon which had been inflated was carried away on 
its first ascent and lost. In the weather prevailing it was 
decided that the kites would stand a better chance. 

On the next day, Thursday, December 12, the gale was 
unabated. The first kite flown, carrying an aerial wire 
500ft long, was lost in a vicious squall within an hour. 
A second kite rose. Ц held. 

At half-past twelve Marconi, who had been listening 
silently, handed the earphone to Kemp, quietly asking him 
whether he could hear anything. Through the intermittent 
crash of atmospherics Kemp heard faintly but distinctly 
that unmistakable sequence of three dots repeated again 
and again. Only then did Marconi say that he himself had 
heard but had wanted that confirmation. A recognizable 
signal had been received from across the Atlantic, un- 
deterred by the curvature of the earth, generated by a 
few kilowatts only of radiated power and launched from 
aerials only 150ft high. Whatever the theory, the question 
was answered. 

Marconi, who unfortunately for the historian was no 
diarist, madz the laconic entry in his pocket notebook 
under December 12, 1901: “ Sigs. at 12.30, 1.10 and 2.20." 

Today an Empire broadcast, a telephone conversation 
with a friend in mid-ocean and television itself fail to raise 
a single eyebrow. But our thoughts go back at this time to 
that day, iust fifty years ago, to a cold bare room on 
Signal Hill where two men waited tensely as the gale 
whistled under the eaves—waited to prove an idea which 
meant so much to the world. 
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Picture Storage Tubes 


By R. E. B. Hickman * 


I^ ordinary broadcast television, any time lag of the 
cathode-ray tube image due to afterglow of the tube 
screen, or any other reason, is regarded as a serious defect 
to a proper presentation of the picture, and hence some- 
thing to be eliminated. Long persistence phosphors, how- 
ever, find many applications in cathode-ray oscillography, 
particularly in the investigation of non-recurrent pheno- 
mena. In Teleran, the  television-radar-air-navigation 
System! it is required to be able to transmit a composite 
television picture of a radar pattern, a ground map and 
other information, such as meteorological data. Special 
tubes have been evolved to meet this need. 


Long Persistence Screen Tubes 


Since the generation of a single complete radar Р.Р.1. 
(plan: position indicator) pattern may take many seconds, 
a tube which could store information for this length of 
time was required. А first attempt to solve the problem 
made use of the long afterglow properties of certain phos- 
phors, to produce a composite picture. This relatively dim 
afterglow was then picked up by a very sensitive image 
orthicon camera tube. 

Conventional oscillograph or television tubes with the 
types of phosphor known as Р! and P4 are very efficient 
as convertors of electron excitation into visible light, but 
the images have very short persistence, the peak brightness 
decaying in 60 milliseconds to less than one per cent. A 
high efficiency phosphor of much longer decay period was 
developed to meet the special requirements of P.P.J. dis- 
play, the resultant P7 cathode-ray tube screen is a two- 
layer screen, consisting of a yellow-phosphorescing zinc 
cadmium sulphate layer applied directly to the tube face 
and a blue-fluorescing zinc sulphide layer on top of this. 
In operation, the zinc sulphide layer is excited to blue 
fluorescence by the electron beam. During this time the 
yellow layer absorbs and stores the blue light energy so 
that when the exciting beam is removed, the blue fluores- 
cence ceases immediately, but the yellow layer releases its 
energy as a relatively intense afterglow, so that the imagc 
traced by the electron beam is stored on the screen for 
some time after the signal itself has ceased. Using screens 
of this type, it is possible to obtain decay curves such that 
the screen brightness is still at 50 per cent of its peak bright- 
ness after 2 seconds and not less than 10 per cent after 
approximately 8 seconds. The storage property of this 
screen is cumulative. Thus, if the second scan of the 
screen commences before the image due to the first scan 
has totally decayed, the newly acquired energy will add to 
that already possessed by the screen and will result in a 
higher phosphorescent level than would have occurred if 
excitation had started from zero energy level. The phos- 
phorescent level will continue to rise with each subsequent 
scan until an equilibrium condition is reached. 

However, due to the pressure of war-time research 
another and more elegant solution of the picture storage 
problem has been developed. This employs a storage 
orthicon tube? to pick up the initial bright flash of a high 
intensity cathode-ray tube with no afterglow, the picture 
being retained as a charge on a very high capacitance 


* RCA Photophone, Ltd. 
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target. A scanning beam of very small current is used 
which necessitates many scans to erase any given picture 
charge, thus providing the desired picture storage. 


Requirements of Teleran System 


So as to underline the characteristics that a suitable pick- 
up tube should possess, it may be helpful to give a brief 
description of the Teleran system as a whole. In brief, 
a ground search radar explores the air space and displays 
the information on several p.p.1. display tubes, each tube 
corresponding to a certain altitude layer. This division 
of the air space into layers enables a large amount of 
information to be displayed simultaneously. Since the 
television pictures are sent out from one transmitter only, 
the information relating to any one altitude layer is trans- 
mitted for only a portion of the total transmitting time; 
for 1/n'^ of the time if there are п layers. A pilot thus 
has access to information about altitude layers other than 
his own should it be required. A plane equipped with the 
Teleran system carries a transmitter which is triggered by a 


0900 


Lens 


DC. Focusing Coil 


Fig. 1. 


Storage Orihicon 


coded signal corresponding to its altitude. The radar 
information received at the ground station is applied to the 
appropriate р.Р.1. display tube by means of an altitude de- 


: coder in the receiver. 


Aeroplanes show up on the pilot's Teleran screen as 
bright pips, the pip corresponding to his own plane having 
a radial line drawn through it. Because of the storage 
elements in the system at least three pips, corresponding to 
three scans of the radar antenna, are visible simultaneously. 
This gives a method of determining the direction of motion 
of any particular plane since the weaker pips denote 
previous positions of the plane. For an antenna rotating 
at, say, 6 R.P.M., three pips corresponds to a delay of 30 
seconds, and with the time sharing referred to above, a 
storage time of 305 seconds is required, which corresponds 
to many hundred television scans. 


Storage Orthicon 


The construction of the storage orthicon is, apart from 
the high capacitance target, very similar to that of the well- 
known image orthicon tube?. Fig. 1 shows a diagrammatic 
cross section of a storage orthicon. 

In operation a fine beam of electrons leaves the electron 
gun at about 200V velocity and passes through a D.c. 
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alignment field where it is accurately aligned with the mag- 
netic field of the focusing coil. It is then magnetically 
deflected horizontally and vertically so as to scan the target 
t in a rectilinear pattern. In the region between the de- 
celerator screen g, and the target ¢ the beam velocity is 
reduced practically to zero. Electrons at such low velo- 
cities striking the target knock out on the average less than 
one secondary electron per incident primary, so that the 
target surface potential is discharged down to cathode 
potential. At this potential the beam can no longer land 
on the target surface. Thus in the absence of light on the 
target, the beam closely approaches the target, is then 
reflected back upon itself and returns to the electron multi- 
plier section of the tube. This is the condition giving 
maximum D.c. output and zero signal current. 

И, however, any part of the target is illuminated by light 
which passes through the semi-transparent backing plate 
and the dielectric, photo-emission occurs from the scanned 
photo-sensitive side of the target, producing a positive 
charge on that part of the target. The field in front of the 
target is sufficiently strong to saturate this photo-emission. 
When the scanning beam passes over the lighted parts of 
the target, a number of electrons will land each scan 
driving these parts of the target to a potential which is 
dependent on the magnitude of the beam current. This 
action will be discussed in greater detail later. 

The return Беат is thus modulated according to the 
charge pattern left on the target. It has a maximum value 
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Fig. 2. Single sided target Graphecon 


for regions of no light and a minimum for high light 
regions. In normal operation the potential swing of the 
target is of the order 2 or 3 volts. The modulated beam 
returns to g, the first of the five multiplier stages in- 
corporated in the tube. This stage is also the end of the 
electron gun. The secondary electrons from the last multi- 
plier stage 5 are collected by a collector screen c, the current 
to which forms the video signal. 


THE STORAGE ORTHICON TARGET 


In an image orthicon used for normal television pick-up, 
the scanning beam current is adjusted so that the picture 
charge at any point on the target is neutralized by a single 
scan. In the storage orthicon tube, however, removal of 
the picture charge is only required after several hundred 
scans. This is accomplished by decreasing the beam cur- 
rent and by increasing the target capacitance. Merely 
decreasing the beam current, however, increases the signal- 
to-noise ratio. The high capacitance target consists of a 
very thin glass dielectric, with a semi-transparent conduct- 
ing backing plate on the side which is exposed to the light. 
А conventional photo-sensitive layer is formed on the 
scanned side of the target. The storage time of such a 
target is many times greater than the usual mica targets of 
conventional orthicon tubes. The whole target has a very 
high resistivity. 
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PERFORMANCE CHARACTERISTICS 

In operation, it has been found that the signal-to-noise 
ratio discrimination of the storage orthicon is of a high 
order. Signals which cannot be separated visually from a 
noise background can be picked up by the storage tube 
and successfully resolved. Picture resolutions of greater 
than one thousand lines, have been obtained in laboratory 
tests. Picture storage and continuous reproduction of the 
signal for tens of seconds has been obtained. 


The Graphecon 


It will be appreciated that the system described above, 
requires, in addition to-the storage orthicon tube itself а 
high screen brightness cathode-ray tube and an optical 
system, both of which are unnecessary in principle, since 
the light acts merely as a link between two electrical signals. 
In order to obtain an all-electronic conversion scheme, a 
completely new tube called a Graphecon (graphe—to write, 
and echo—to kecp or to hold) was designed and built.* 

The tube may be regarded as a television picture tube and 
an iconoscope mounted in a single envelope. The fluores- 
cent screen of the picture tube and the mosaic of the 
iconoscope are both replaced by a single storage target, 
This 3in. square metal target coated with a thin film of 
insulating material is the heart of the tube and its develop- 
ment and design are the result of recent work which has 
shown that under certain circumstances some materials, 
such as pure quartz or magnesium fluoride, may be used 
both as insulators and conductors of electricity. Unlike 
the fluorescent screen of the cathode-ray tube, the mosaic 
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of the iconoscope or the target of the storage orthicon, the 
target of the graphecon is sensitive not to light, but to 
electric charge. The picture tube portion of the graphe- 
con forms the writing gun accepting the radar signal and 
writing it on the target, while the, iconoscope portion forms 
the reading gun generating the required television signal 
and gradually removing the stored signal from the target. 


CONSTRUCTION OF THE TUBE 

Two possible arrangements of the graphecon are shown. 
Fig. 2 shows a magnetic deflexion type tube using a single 
sided target. The writing gun is mounted perpendicular 
to the target, thereby avoiding the necessity of applying 
somewhat involved keystore correction to the radial 
deflexion pattern of the radar signals. The reading gun is 
mounted at the same angle to the target, as is used in 
standard television pick-up iconoscopes so that the normal 
and fairly simple keystone corrections as used in such 
tubes can be applied. Fig. 3 shows a magnetic deflexion 
in-line version of the tube with a two-sided target which 
avoids any need for keystone connection. The target con- 
struction is modified to permit the writing beam to perte- 
trate the target. А third variant with all electro-static focus 
and deflexion has been built with a single sided target. 
Such a tube can be made smaller and lighter than the mag- 
netic deflexion types but necessarily suffers from the 
lower resolution limits of the electrostatic deflexion system. 

Standard 12-in. television picture tube electrode assemblies 
are used for the writing gun and operate at 6,000 to 10,000 
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volts. The reading gun assembly is a standard iconoscope 
assembly operating at normal potentials of 800 to 1,000 
volts. The target consists of a metal plate, thick enough 
to be self supporting, on to which is deposited by evapora- 
tion, a film of one of the insulators mentioned above. The 
film thickness is of the order 6,000 Angstrom units. For 


in-line versions of the tube the metal backing of the target 
must be made transparent to electrons. This is achieved by 
using a 500-per-inch mesh оп to which is evaporated a thin 
layer of aluminium, on to which in turn is evaporated the 
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Straight through type Graphecon 


insulating layer. This size mesh is sufficiently fine not to 
limit the resolving power of the tube.? 


PRINCIPLES OF OPERATION 

The reading beam, operating at 800 to 1,000 volts, has 
a secondary emission ratio greater than unity, and hence as 
it scans uniformly over the insulator surface, the potential 
Of this surface is brought to approximately that of the 
collector wall coating of the tube. The insulator may be 
regarded as the dielectric of a capacitor, one plate of which 
is the metal backing of the target and the other is the 
surface scanned by the electron beam. Since one plate of 
this capacitor is also an insulator it is possible to discharge 
any part of it without affecting the remainder. Such dis- 
charging may occur in any pattern, as, for example, a 
Р.Р.1. pattern. 

It has recently been shown’ that in films thin enough to 
be penetrated by an electron beam, currents can flow 
through the film in the direction of the potential gradient 
and that the insulation recovers on removal of the beam. 
An insulating film may be chosen of such a thickness that 
the 1,000 volt reading beam will not penetrate it while the 
10,000 volt writing beam fully penetrates it. Thus the low 
velocity reading beam may be used to charge up the dielec- 
tric and the high velocity writing beam to discharge it. 

То generate the television signal the target surface is first 
uniformly charged with the target metal at 50 volts nega- 
tive. Where the writing beam strikes and drives the surface 
negative, secondary emission occurs and a charge is 
removed each time the reading beam scans these areas. 
This removal of charge from one plate of a capacitor causes 
an equal charge to flow on to the other, which is the signal 
plate. The signal current produces a voltage across a load 
resistor which is then amplified and applied to a viewing 
tube, which may be a normal television picture tube. 


OurPUT SiGNAL 

The signal output increases as the target surface potential 
decreases, but the curve eventually levels off because the 
secondary emission collection saturates at relatively weak 
fields. The saturated secondary emission is proportional 
to beam current so that reducing the beam current reduces 
the amount of charge removed from the target cach scan 
and provides a means of obtaining many television pictures 
of the writing pattern. Decreasing the beam current, how- 
ever, reduces the signal output and consequently the 
increase in viewing time which can be so obtained is 
limited by the amplifier noise level. A viewing time of up 
to 5 minutes has been obtained, with 2 or 3 minutes as a 
norma! value. This means that several thousand television 
scans are possible in the period during which a readable 
signal can be obtained. With the reading beam switched 
off, the storage time is required only by the leakage resist- 
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ance of the target insulating film. In laboratory tests а 
storage time of 10 days has been obtained. 


THE TARGET 

The target charging time, or viewing time, is proportional 
to the total area of the target. Any reduction in tube size 
will therefore result in a proportional reduction in the 
maximum viewing time. The thickness of the target film 
determines the capacitance of the target. There is an 
optimum writing beam voltage for each film thickness such 
that the maximum amount of beam 
energy is absorbed in the insulator. The 
film thickness also determines the degree 
of half tone reproduction. Half tones 
are obtained on that part of the output 
signal curve where the output varies with 
the target surface potential. In the 
saturated portion of the curve a black 
and white picture results, since the signal 
is either at a maximum value or not 
present at all 


Applications of the Graphecon 


Secondary applications of the graphecon include use 
as a D.C. Or single trace oscillograph to provide a bright 
picture of the complete trace for variable times. The 
graphecon may also be operated as an oscillograph-icono- 
scope combination in conjunction with a projection type 
of television set to provide a large screen oscillograph for 
demonstrations or experiments to be viewed by large 
audiences. Photography of short duration transient pheno- 
mena is simplified by using the graphecon, which can be 
made very sensitive to the reading beam, to record the 
trace and photographing the long persistence image on an 
oscillograph tube. 

The principle application of the tube is, of course, pro- 
viding a means of viewing radar P.P.1. patterns. А system 
using the graphecon for such purpose has many advantages 
over systems using tubes with long persistence phosphors 
Or storage orthicons. Рог instance, the signal brightness 
decay curve shows a considerable improvement over the 
exponential decay of long persistence phosphor tubes. The 
brightness level of the viewing screen can be made such that 
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Fig. 4. Block diagram showing use of Graphecon to view Р.Р. display 
the ambient light level is not a limiting factor. The final 
picture size can be magnified to the limits of projection 
technique. The viewing time of the picture can be varied 
Over a range from a few seconds to several minutes. The 
high writing speed makes it possible to trigger the writing 
gun from the received signal so that the writing gun need 
not operate continuously in order that the reading gun 
may produce a steady picture. This feature is made use 
of in the time sharing method of transmission referred to 
previously and enables a continuous picture to be produced 
from radar signals, normally received at a repetition rate 
too slow for flickerless viewing. 

The signal-to-noise ratio of the system can be consider- 
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ably improved by the integration method of superposing 
Successive radar patterns. The true signals will occur 
repeatedly in the same part of the target, and the effect is 
additive. Noise, however, which is a random signal, does 
not repeat itself to such an extent and hence the general 
effect is not additive. A further discrimination against 
noise arises from the fact that the target is not completely 
discharged by small writing beam currents, such as may 
be formed by noise pulses. The viewing time of these 
noise pulses is thus shorter than for strong signal pulses 


The Decca Flight Log 


HE Decca Flight Log is a British development of the 

Decca Air and Marine Navigator System. The Decca 
Navigator enables a pilot to fix his position at any moment 
on a chart overprinted with a special lattice. This is done 
by taking the readings of two Decometers, which con- 
tinuously receive radio signals transmitted by three Decca 
stations sited on the ground some 60 miles apart, and 
then finding the point on the chart at which the two very 
accurately indicated position lines intersect. This method 
of position fixing is clearly not altogether satisfactory for 
fast flying aircraft. 
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The displuy head of the Decca Flight Log mounted in the cockpit of an 
aircruft. 


The Decca Flight Log, however, provides at any moment 
à pictorial presentation of the aircraft's exact position in 
relation to the surrounding country and the track the 
pilot wishes to fly, and records the track already flown. 
This is done by amplifying the torque of the Decometer 
movements and using one to move a chart through a 
viewing aperture measuring 10 by 4 inches which is con- 
tinuously within the pilot's view, and the other to traverse 
a stylus laterally across the chart, thus achieving a fully 
automatic plotter requiring no human intervention. Charts 


of differing scales can be made up into rolls and stored | 


in the display head. Should the aircraft cross the boundary 
of one chart on to another of a different scale, the pushing 
of a button brings the new scale into effect. 

The results of tests so far carried out suggest that the 
Decca system and Flight Log may be able to provide 
European air routes with a better navigational service than 
any at present in use or contemplated, and at a much lower 
cost than for any comparable system. 
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and the noise disappears quickly, leaving behind the strong 
radar pips. 

A block diagram of a system using a graphecon to view 
P.P.I. radar presentations is given in Fig. 4 
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Television оп Wheels 


pot: of the large contract to provide a complete tele- 
vision system for Canada (won by Marconi's Wireless 
Telegraph Co., Ltd. some months ago) was for two special 
vehicles which are now ready for delivery. 

The design and manufacture of these ‘ Television 
Stations on wheels" constitutes a great advance in 
television outside broadcasting technique for each is a 
self-contained 3-camera station, with its own prodnetion 
and transmission equipment. 


® 
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Ап interior view of one of the television outside broadcasting vehicles. 


Left to right (foreground), store cupboards, power regulating unit (main 

desk broadcast distribution box, three camera control monitors, master 

control monitor and mixing. (Above) sound receiver and '' on the air” 
vision receiver, (Extreme right) producer's desk. 


The only exiernal requirement of these units is con- 
nexion to electrical mains and telephone. The Marconi 
Company can even eliminate those requirements by using 
a trailer generator power supply and microwave sound 
channel to replace the telephone lines. Тһе vision micro- 
wave link, on the Canadian vehicles, is stowed perma- 
nently on the roof. Access is by an internal ladder which 
an engineer can mount to the roof. where he can erect 
and orientate the parabola. Each of the three cameras is 
carried in fitted cupboards, together with electronic view- 
finders and sets of lenses. The cable is on reels at the 
rear ОЁ the vehicles and the receiving aerial is mounted 
on outriggers. 

The facilities provided allow all crew members to hear, 
in their earphones, both programme and instructions. 
Camera-operators can speak to camera control personnel 
and producer; the producer and technical director can 
speak to all the crew. 
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Developments in the Design of Airborne 


Radio and Radar Equipment 


ВЕ the war the type of radio equipment fitted into 
aircraft was very similar to that in use in ordinary 
broadcast receivers; admittedly the various assemblies, 
chassis, etc., were rather more carefully and lavishly con- 
structed but, in general, the components used were those 
which were being manufactured for domestic radio 
receivers. In those days aircraft radio was a useful device 
but by no means a vital part of the aircraft and if the 
serviceability was not very good the consequences were 
relatively unimportant. The war years changed the whole 
conception of the use of airborne radio: it immediately 
became a vital instrument which had to be fully service- 
able at all times, flying had to be undertaken under weather 
conditions which made contact with ground stations 
absolutely essential. The complexity of the equipment 
increased and more and more radio had to be crammed 
into already heavily laden aircraft. Then radar of various 
types, including radar navigational aids, had to be installed 
to enable bombers to find their targets and return home; 
to enable fighters to locate their enemies; and to enable 
reconnaissance aircraft to plot their positions and find their 
targets. The actual physical installation of all this delicate 
electronic apparatus was difficult enough, but keeping it 
|i E and in good condition was indeed a formidable 
task. 

The post-war years have seen the introduction of air- 
craft capable of flying at phenomenal speeds at previously 
unheard-of heights and over extreme distances. Radio and 
radar have become integral and vital parts of every air- 
crafts design, whether it be for military or for civil pur- 
poses. This means that the reliability of the electronic 
equipment must be of the very highest order; failure of a 
single component may be as disastrous, when weather con- 
ditions are bad, as losing an engine. Not only must the 
apparatus remain in good condition when actually installed 
in aircraft, but it must be designed to withstand prolonged 
storage under the worst possible conditions and it must 
be capable of withstanding exposure to tropical and arctic 
conditions and yet be immediately serviceable when 
required. 4 

The techniques for producing reliable, fully pan-climatic 
radio and radar units for aircraft are now crystallizing; 
no longer is it necessary to adopt improvised methods for 
combating the enemies of electronic equipment, makeshift 
palliatives need no longer to be used, but before discussing 
the newest techniques a review of the problems is useful. 


The Reasons for Component Failure 


The primary reason for failure of a piece of electronic 
apparatus is breakdown of one or more of the com- 
ponents, e.g., a valve, a capacitor, a resistor, a transformer 
or some other unit. Breakdown of components may 
usually be attributed to an overload, either application of 
a voltage or a current in excess of that for which they are 
designed; obviously the equipment designer is careful to 
select components which are rated to withstand something 
in excess of normal operating conditions but it is not 
possible to select components which will withstand 
accidental overloads of unknown magnitude. The chief 
cause of component ‘overloading is electrical breakdown 
of insulating materials and this is very greatly aggravated 
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if the insulating material is damp. Moisture, then, is 
Enemy No. 1. If a piece of insulating material, used 
between points of fairly great potential difference, 
becomes damp, an electrical discharge may well take place 
across the surface of the insulator. This produces local 
heating and perhaps charring, the discharge becomes 
worse and in a very short time the insulator catches fire 
and considerable damage is done. Even if actual fire does 
not start, breakdown of the insulator invariably causes 
short-circuits which overload components of one type or 
another and the result is more or less rapid failure of 
the equipment. 

Moisture also operates in various more insidious ways. 
It can, and does, find ingress into capacitors; transformers 
and other components with the result that their insulation 
resistance gradually becomes lower and lower; in some 
cases this may cause only mal-functioning of the whole 
equipment, but generally it will cause premature com- 
ponent failure. 

If two dissimilar metals are in contact with one another 
a small potential is set up between them and if moisture 
is present, rapid corrosion may take place with the con- 
sequent alteration of the electrical contact resistance. If 
this resistance is included in some part of the circuit, e.g., 
earth bonding, the equipment may soon cease to operate 
satisfactorily. 

Moisture may find its way into equipment either by 
directly falling drops or spray, by condensation, or by 
gradual absorption as would be the case if the equipment 
were stored in a damp place. 

Until recently practically all radio and radar units were 
constructed in such a way that ventilation of the valves 
and components was accomplished by means of air 
circulation through holes and louvres in the dust cover. 
The units were thus virtually open to the atmosphere and 
in order to minimize the effects of moisture on the chassis 
and ‘components inside, various treatments such as spray- 
ing the whole unit with varnish, painting vulnerable points 
with varnish and arranging for the unit to be warmed up 
before application of high voltage supplies have been used, 
but obviously, such treatments are only makeshift. 

Many of the circuits, particularly those associated with 
radar, employ exceedingly high voltages, e.g., the voltages 
developed in a radar transmitter may be anything up to 
10,000 volts or even more. At normal atmospheric 
pressure the air-gap necessary to prevent electrical break- 
down between adjacent points carrying high voltage is quite 
small but, as the pressure decreases, the necessary air-gap. 
increases and at pressures corresponding to an altitude 
of, ѕау,- 50,000 feet, it becomes prohibitively large if the 
overall physical size of the units is not to become un- 
reasonable. Even before an actual spark breakdown 
occurs between high voltage points, a brush discharge 
takes place and this can be quite dangerous; it can rapidly 
destroy insulating materials and cause fire in the equip- 
ment. 

Various components are also adversely affected by con- 
stant change of atmospheric pressure and their eventual 
electrical failure is verv greatly accelerated. The rarified 
atmosphere at high altitudes causes the cooling of equip- 
ment to be less efficient and may give rise to the develop- 
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ment of hot-spots which sooner or later cause component 
failure. 


Sealing of Components 


During the latter part of the war and throughout the 
post-war period very considerable efforts have been made 
by component manufacturers to improve the serviceability 
of their products under all climatic conditions. Wherever 
possible components are now sealed against ingress of 
moisture; transformers are hermetically sealed in metal 
cans and filled with oil or other insulating material and 
the leads are brought through the cans by means of sealed 
ceramic or glass terminals; capacitors are made in metal 
cans with neoprene seals round the lead-out wires; special 
mounting boards with long leakage paths have been 
devised for component mounting. Great care is exercised 
in avoiding moisture traps of one form or another and 
metals in contact are always chosen so that their contact 
potentials are as nearly equal as possible. 

While attention to all these details of design led to the 
production of better and better equipments, the improve- 
ments were hardly able to keep pace with the ever increas- 
ing stringency of the operating conditions. The real 
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An early type of radar ипи. This is the GEE Mk.II Indicator which went 
into production in 1942 and which has continued in service up to the present 
time. Reproduced by courtesy of Messrs. А. C. Cossor, Ltd. 


answer to all the basic problems came with the introduc- 
tion of complete units, hermetically sealed. The assemblies 
of valves, components, etc., are made very much as before, 
using the accepted techniques, and then the whole unit is 
placed in an airtight cover which is usually pumped up to 
a pressure a few pounds per 'square inch in excess of 
atmospheric. The sealing is sufficiently good for the 
pressure to hold for several days no matter under what 
conditions of external pressure, temperature or humidity 
the unit operates. А desiccator is built into the unit so 
that the internal air is perfectly dry at all times. 


New Techniques 


The use of hermetically sealed units naturally bring: 
along many attendant difficulties for the equipment 
designer. The early designs of sealed, or pressurized, 
units consisted of radio or radar chassis mounted inside 
cylindrical pressure-tight dust covers. The latter were 
usually of spun or drawn aluminium with one end 
slightly domed; the other end was left open and this was 
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closed on assembly of the complete unit by fitting an 
aluminium plate casting with a neoprene gasket, the whole 
being tightly clamped together to ensure no leakage otf 
air. The radio chassis was integral with the cast front 
panel and all electrical connexions were brought out 
through sealed plugs. И was usual for a removable 
dessicator to be attached to the front panel, together with 
an air valve through which. the unit could be “ pres- 
surized " by means of an ordinary tyre pump. 

This cylindrical design is mechanically strong enough to 
withstand pressures above normal atmospheric inside, 
while operating almost in vacuo outside; it also provides a 
high degree of electrical screening but it has the dis- 
advantage that its shape is such that it does not lend 
itself to compact rack mounting in an aircraft installation. 
The use of several cylindrical units each about 10 inches 
in diameter, mounted side by side is obviously wasteful 
of overall space. In addition there is some difficulty in 
using the cylindrical volume inside to the best advantage. 
It seems probable, therefore, that radar and radio units 
will have to revert to the accepted rectangular shapes, the 
necessary strength in the sealed boxes being achieved by 
the use of tough material with stiffening members on the 


The cylindrical type of sealed radar unit, one of the first of its kind to be 
developed. This is part of Rebecca Mk.IV, reproduced by courtesy of 
Messrs. E.M.I. Factories, Ltd. 


sides, top, bottom and back. The various faces would of 
course be slightly bowed outwards to enhance the strength. 
Moulded neoprene gaskets would be necessary in channels 
running round the front edges of the boxes in order to 
ensure perfectly airtight seals when the front faces are 
clamped down. И will be appreciated that rectangular 
boxes are much more easily packed and stored than 
cylindrical ones, although they are considerably more 
expensive to manufacture. 

When a hermetically sealed unit is used, special arrange- 
ments for dissipating the internal heat have to be made 
since there is no free circulation of air. The maximum 
ambient temperature in which the unit may have to operate 
is 55*C and at present the maximum temperature at which 
the highest grade of component will operate satisfactorily 
is 100°С; even with specially designed components, con- 
siderable de-rating of working voltages and power dissipa- 
tion figures must be adopted or component life will be 
very short. Аз an example, a capacitor rated for 350 
volts at 70°С can only be used at 250 volts at 85°С and at 
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only 200 volts at 100°С. Similarly, а carbon resistor rated 
for ] watt dissipation at 70°C falls off to } watt at 100°C. 
Thus, if very high working temperatures are allowed, the 
physical size of components for a given rating must be 
greatly increased. 

In a sealed unit there is no free air ventilation and even 
the air inside tends to become relatively static with the 
result that serious hot-spots quickly build up and com- 
ponents become over-run. One method which has been 
used to deal with this problem is for a small fan to be 
mounted inside the sealed unit so that all the air is con- 
tinuously and thoroughly stirred up: in this way as much 
as possible of the internal heat is transferred to the walls 
of the container. A secondary blower mounted externally 
on the unit now circulates cool air over the outside sur- 
face of the container, thus removing the heat as rapidly 
as possible. This system requires a multiplicity of small 
blowers in a radio installation involving several separate 
units, and this individual internal and external blowing 
arrangement is cumbersome and wasteful of space. It is 
suggested that some form of integrated cooling system for 
a complete radio or radar installation of several units might 
be practicable. It is envisaged that all the units could be 
connected together by means of flexible air ducts which 
also connect to an additional unit containing a blower and 
heat radiator. The interna! air would thus be in a closed 
system and could be kept dry by means of a dessicator. 


This is the Distance 


Rectangular sealed тайак units of very recent design. 
Measuring Equipment, renroduced here Бу courtesy of Messrs. Ferranti, Ltd 


The circulating air would pass through the radiator and 
be cooled before re-circulation, and some external fan or 
blower would be needed to remove the heat from the 
radiator surfaces. In this scheme the radiator and air 
circulation unit might become a piece of standard еди р- 
ment as is the case of motor generators, alternators, etc. 


Operating Sealed Equipment 


There is obviously no necessity for sealed electronic 
units to be installed in the pressure cabin of an aircraft 
since they are completely unaffected by change in pressure 
or other climatic conditions. Any indicating units, how- 
ever, (cathode-ray tubes, meters, etc.) would be mounted on 
a contro! panel in the pressurized aircraft cabin together 
with all the necessary control knobs and switches. These 
control knobs have to operate variable components inside 
the remotely stowed sealed units, e.g., wavechange switches 
could be operated remotely by means of small motots and 
gear trains mounted. internally. In fact, various -small 
actuators and switch rotators are now becoming available 
commercially to the electronic equipment designer: in 
using them it is merelv necessarv 10 provide electrical 
connexions from the control panel to the sealed units con- 
cerned. Tt is nossible for switch and other component 
shafts to be brought out through the front panels of sealed 
units but special neoprene seals and packings are required 
to avoid serious air leakage. They must, however, always 
form sources of potential air leakage and, in any case, 
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their advantages are questionable because, during flight, 
there would be no personnel to operate them outside the 
pressure cabin of the aircraft. . А | 

Cable entry into sealed units offers relatively little diffi- 
culty and a range of sealed plugs and sockets for this pur- 
pose is available. The plugs and sockets may be of the 
“ screw-on ” type, or they may be so mounted on the backs 
of the units that they automatically mate up with the con- 
nectors when the complete units are pushed into their 
mounting racks in the aircraft. 


Miniaturization 


In view of the tremendous increase in quantity and in 
complexity of aircraft electronic equipment, every possible 
saving in weight and size has to be made. Miniaturization 
is thus an absolute necessity and with this in mind radio 
valve manufacturers have produced complete ranges of 
miniature (and even sub-miniature) valves. Likewise, 
miniaturized components generally are becoming more and 
more readily available and more and more reliable. The 
use of miniature techniques affords a very great saving in 
weight and size but, naturally, the difficulty and hence the 
cost of manufacture of miniature units is high. Perhaps 
the most serious consequence of the introduction of 
miniature technique is the difficulty of servicing the equip- 
ment. The intricacy of the wiring of a group of miniature 
valves is quite alarming and if it is necessary to change 
components, extreme care must be taken to avoid damage 
to neighbouring components by application of a soldering 
iron. The servicing of equipment in the field thus becomes 
an extremely risky undertaking and it can only be done 
by really first rate and highly experienced mechanics. 

One way in which this difficulty may be overcome to 
some extent is by designing the miniaturized. hermetically 
sealed units in such a way that each contains a number 
of plug-in or readily detachable sub-units. No attempt 
would be made to service these except in fully equipped 
workshops, and if a fault did occur, the affected sub-unit 
would merely be replaced by a new one and the original 
returned to a base depot for repair. If serious damage 
were diagnosed on the unit. it would almost certainly be 
more economical to scrap it than to attempt to salvage 
it by repair. 

In addition to the requirements of pan-climatization and 
miniaturization, the introduction of very high sneed. highly 
manceuvrable aircraft has necessitated a corresoonding in- 
crease in the mechanical strength of the ancillary equip- 
ment, including the electronic apoaratus. The equipment 
must be capable of withstanding sustained accelerations of 
12e and must withstand momentary accelerations of up 
to 25e. this means that all components must be very firmly 
secured, and the actual chassis themselves must be strong 
enough to prevent distortion under extreme conditions. 
It can well be imagined that, say, a transformer weighing 
a pound or more, could do very severe damage in an air- 
craft if it broke away from its anchorage. 

From the foregoing remarks concerning the present 
trends of electronic eauipment design. it will be seen that 
design of the electronic circuits is only one aspect of the 
design of a successful piece of aoparatus. The davs have 
passed when the manufacture of electronic gear consisted 
merely of wiring up a lot of valves and components on 
folded sheet-metal chassis and putting the whole assembly 
in a light dust cover. Sound mechanical design is now just 
as imoortant as sound electronic circuitry and the manu- 
facturer must have at his disposal engineering design and 
production facilities which will enable him to produce 
mechanical parts of the highest orecision. The day when 
the guillotine and bending machine were the only tools 
required has gone and the radio manufacturer must now 
be a master of machin'ng, casting. drawing, welding and 
all the other processes formerly associated only with pre- 
cision mechanical engineering. 
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Electronic Ultramicrometer 


By №. Alexander,* M.Sc., M.LE.E. 


FORM of circuit which the author has found useful 

for the measurement of small changes іп length,’ con- 
sists of a modified form of what was at one time known as 
the Widdington Micrometer. The latter used the beat 
effect between the currents in two coupled oscillatory 
circuits when the frequency of one is changed from that 
of the other by a small amount. 

The present circuit makes use of a characteristic peculiar 
to the octode class of multi-electrode valve, and is ап 
effect which is unwanted when the valve is used as a normal 
electron coupled frequency-changer. The characteristic 
in question is that of the change which occurs in the 
average anode current or voltage when the resonant fre- 
quency of two oscillatory circuits, connected to certain 
of the valve grids, are separated progressively from a 
common value. 


Circuit Details 


Details of the basic circuit are given in the diagram of 
Fig. 1. The octode valve is operated under normal volt- 


RF CHOKE 


50,000 
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Fig. 1. The basic circuit 

ages for the anode and screen grid, and with automatic 
bias for the control grid. Ап oscillatory circuit L,C, is 
connected between the first and second grids, with a tap- 
ping from the coil taken back to the cathode through C, 
and the automatic bias circuit R,C,. This forms a normal 
Hartley oscillator. 

The second oscillatory circuit L,C,, tunable to the same 
frequency as L,C,, is connected between the earth line 
and the 4% or signal grid of the valve. Provision is made 
for connecting a small capacitor AC in parallel with the 
capacitor C.. This capacitor is of the order of a few 
picofarads in size, and can take any desired form so that 
the movement or effect to be measured can be translated 
into change of capacitance. 

lts usual form is that of two parallel disks of small 
dimensions, one of which is actuated by the phenomenon 
being studied. 


* Nottingham University. 
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Nature of Anode Current Variation with Frequency, and 
Cause of Inter-dependence ^^ 


With the two oscillatory circuits, L,C, and L,C, tuned 
to the same frequency, or with the frequency f, of the 
second oscillatory circuit L.C, widely different from that 
of the first, the anode current or voltage has a steady value 
equal to /, or V, as shown in Fig. 2. Maintaining the 
frequency of L,C, constant at f,, as the frequency f, of 
L,C. is made to approach f,, the anode current decreases 
progressively to a minimum value, then changes rapidly to 
a maximum value. А further increase in f, causes the 
anode current to return to its original value. The rate of 
change of anode current with frequency f, is fairly gradual 
down to the minimum and up to the maximum value, 
when f, is approaching f, from a widely divergent value. 
In between the maximum and minimum points on the 
curve, the chànge of anode current with frequency occurs 
ata greater rate. 

This phenomenon is attributed to variations in the 
influence charge induced on the 4'^ grid, and occurs in the 
following manner: 

The Hartley oscillator, connected between grids | and 2, 
gives an alternating voltage which causes the current drawn 
from the space charge between g, and cathode to vary 
sinusoidally about ап average value. Between g, 
and g, a subsidiary space charge or virtual cathode 
Occurs, due to the negative potentia! gradient between 
these electrodes. This space charge will vary in intensity 
in sympathy with the alternations of the electron current 
passing the first grid, and accordingly will be in phase 
with the oscillatory voltage at g,, if the effect of transit 
time on the electrons is neglected. The space charge local 
to g, will induce on the latter charges of opposite polarity, 
and moreover, since the former varies in intensity the 
induced charge will also vary, the resultant charge being 
an alternating variation about an average positive value. 


Fig. 2. Variation of anode corrent 
wib resonant frequency of f 


Fig. 3. Effect of variation 
№ 


Now the current flowing in the circuit of g, will be 
proportional to the rate of change of the induced charge, 
and will therefore be an alternating current 90^ leading 
the charge variation. If the circuit connected between 
g, and earth presents a purely resistive impedance to this 
current, then the voltage appearing on g, will be —90° 
relative to the voltage variation on g,, 1.е., — 180° + 90°, 
taking into account the 180^ phase difference between the 
above current and the voltage variations built up across 
the resistive impedance. 

Similarly, if the impedance between g, and earth is 
purely inductive, then the voltage on g, will be in phase 
with that on g,, and a purely capacitative impedance here 
will give a phase difference of — 180° relative to the voltage 
on g,- 

As the voltage variation at р, is due to that on g,, these 
will have the same frequency, that of f, the frequency of 
the Hartley oscillator, so that not only will the phase of 
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the voltage оп g, relative to that on g, ) 
frequency to which L.C, is tuned, but so also will the 
magnitude of this influence voltage. Keeping the fre- 
quency of the Hartley oscillator steady at fi, and with 
the magnitude of the oscillatory voltage Ё, on g, constant, 
varying the tuning of the circuit L,C, so that its frequency 
f. varies from below f, through equality to above f, will 
cause a change to occur in the magnitude of the voltage 
E, appearing by influence effect on g,. It will vary in 
the manner shown in Fig. 3(a) Also, the angular 
separation between E, and Е, during the same frequency 
change varies between — 180^, through —90° at equality 
of f, and f, to zero degrees. А more instructive curve 
than angular difference is, as we shall shortly see, a plot 
of the cosine of the angular separation between Е, and 
E, as f, is varied. This is shown in Fig. 3b). . 

The anode current of this type of valve is given by 
SE, cos @, since the beat frequency in the anode current 
under the present conditions is zero and the voltages Е, 
and E, having the same frequency. In the above expres- 
sion $ is the conversion conductance which includes Е, 
and, since the latter is constant, 5 itself is constant. Cos $ 
is the cosine of the angle of phase difference between 
E, and E,. As the resonant frequency of L.C, is varied 
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through f,, the anode current at any frequency can be 
deduced from the ordinates of Figs. 3(a) and 3(b), and 
will consequently have the form shown in 3(c). 


Application as Valve Micrometer 


Basically, the circuit described translates changes in 
capacitance of the capacitor C, into proportionate 
changes of current or voltage at the anode of the valve. 
Thus, by employing the above circuit, any physical 
phenomenon which can be translated into a change of 
capacitance can be measured in terms of an equivalent 
change in anode voltage. The total extent of the change 
in anode voltage can be effected by a change in capacit- 
ance of as small as 2 picofarads, depending on the 
fundamental frequency chosen for the Hartley oscillator. 
At about 20Mc/s the rate of change of anode voltage to 
capacitance is of the order of 90 volts per picofarad, 
giving a total change of about 180 volts, for a change of 
2 picofarads over the central linear portion of the 
characteristic. 

For the measurement of small changes in length an 
auxiliary capacitor, having.circular plates of 2cm dia- 
meter and a separation distance of about .0lin, was used. 
This unit was screened from external fields, and con- 
structed with a guard-ring to give a uniform field between 
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the plates. The change of length measured was applied 
to the moveable plate of this capacitor unit. The initial 
distance of separation of the plates was set so that the 
total movement, due to the change of length being 
measured, would not be much greater than 1 per cent 
of the former. Accordingly, the change in capacitance 
was assumed to be directly proportional to the change 
in length. This is a reasonable assumption, and gives an 
acceptable degree of accuracy under the above con- 
ditions. An overall calibration curve for the equipment 
is shown in Fig. 4, giving the change in anode voltage 
against the change in separation distance of the plates 
of the auxiliary capacitor unit. The latter was measured 
by a combined optical lever mechanism which gave an 
accuracy of some 2 per cent over the length of 1.2 x 
10-* in. measured. The sensitivity of the circuit is seen 
to be 1.4 volts per 107° in., and is linear over a length 
of 90 x 10-° in. 

In building the equipment adequate screening between 
the two oscillatory circuits was found to be essential, the 
reason being that it requires only a small capacitance 
coupling of two or three picofarads externally between 
2, and g, to neutralize the whole effect of the influence 
charge on the latter. Although comprehensive tests have 
not yet been made to check the stability of the circuit, 
or the accuracy of its calibration once made, rough tests 
show quite a promising consistency. It is hoped to cover 
such points as these in tests which are contemplated to 
obtain more complete information on the optimum work- 
ing conditions, and the possibilities of further applications 
of this circuit. 

The equipment shows capabilities of being used not only 
for measuring uni-directional changes in length, as at 
present, but also for pressure measurements, or again, 
it could be applied to the measurement and observation 
of the waveform of minute vibrations of a transient or 
repetitive nature, over a range of frequencies from zero 
upwards. 
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Jet Navigation 


The ever-increasing speeds of modern aircraft— particu- 
larly since the advent of jet propulsion— necessitates 
complementary advances jn many other aeronautical 
techniques and services. One of the earliest problems to 
arise, as speeds rapidly increased, was the liaison between 
ground and aircraft for navigational purposes and, in 
particular, positioning. 

Over three years ago this problem was dealt with by 
Marconi's Wireless Telegraph Co., Ltd., who set about 
designing and building a modern D.F. installation which 
would allow ground operators to read off bearings in- 
stantaneously to the pilot of a high-speed aircraft. Many 
more points were taken into consideration. 

The equipment had to be compact enough to be 
unobtrusive in control towers, the main transmitters- 
receivers would have to be sited somewhere else and 
remotely controlled from the tower. Instantaneous read- 
ing of bearings called for visual presentation. If large 
meters were used for this purpose, then a duplication 
service could be incorporated allowing people in other 
rooms and offices to follow the bearings on repeater meters. 

All these things were, incorporated into the design of 
the Marconi AD.200 V.H.F. D/F installation. 

Nearly two years ago ап AD.200 was installed in the 
control tower at Hatfield and has been in constant use ever 
since. 
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Linear Staircase Generator for Television 


Use 


By A. M. Spooner,* B.Sc., and F. W. Nicholls.* 


For measuring the linearity of response of television 
circuits with amplitude of signal, a linear sawtooth is a 
convenient test waveform, and is usually suitable. For 
some applications, however, a staircase waveform in which 
the amplitude changes in a number of equal steps, is more 
useful. 

The circuit herein described (Fig. 1) produces a linear 
staircase of amplitude adjustable between 0 and 1 volt 
О.А.Р., at line frequency with a number of steps variable 
between five and thirty. Fig. 2 shows the output with six 
steps present. An important use of this waveform is for 


as the input to an amplitude window circuit, and the 
number of steps varied, with the total amplitude maintained 
constant, the fraction of the amplitude of the input wave 
selected is obtained as the reciprocal of the number of 
steps when опе step only is visible in the output. 

The staircase generator is normally used in conjunction 
with a television waveform generator from which line 
suppression pulses are taken to trigger the staircase 
generator. The output is then fed back into the waveform 
generator and appears at the output with suppression and 
synchronizing signals added. Fig. 3 shows the appearance 
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Fig. 1. 


measuring the response of telefilm recording apparatus, Бу 
modulating the cathode-ray tube with the staircase, aad 
measuring the response of telefilm recording apparatus, by 
densitometer. А sawtooth would not be suitable as the test 
signal, as the density of the film image would then change 
continuously, and the area examined by the densitometer 
would not be of constant density. 

Another use of the staircase generator is in testing 
* amplitude window " circuits. Such circuits are used when 
it is desired to select only that part of a waveform lying 
between certain levels. If the staircase waveform is used 


* Designs Dept. of B.B.C. Engineering Division. 
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The linear staircase generator 


of six steps, and Fig. 4 twenty steps, after the addition 
of suppression and synchronization signals. 

The principle of operation is as follows: an astable multi- 
vibrator is synchronized by line frequency pulses at a 
multiple of line frequency and its output is applied to a 
diode counter circuit which generates the staircase. 

V, is an amplifier-cleaner which accepts negative line 
suppression pulses and feeds the amplified pulses to the 
grid of V,, another amplifier-cleaner. The anode of V, is 
connected to the anode of V,, V, and V, forming a 
cathode-coupled multivibrator which operates between 
50Кс/$ and 300kc/s, with unity mark-space ratio. When 
the line suppression pulse arrives at the input, the anode 
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of V, is carried about 40 volts negative, carrying the grid 
of V, with it. At the end of line suppression the grid of 
V, rises in potential and the multivibrator executes a train 
of relaxation oscillations which are controlled in number 
between five and thirty by adjustment of the coupling time 
constant between V, anode and V, grid. The first pulse so 
generated always starts at the back edge of line suppression. 

V, and V, square the train of pulses and ensure that 


on C,, by a small amount, producing a negative-going 
staircase waveform across C,,. When the train of pulses 


ends, another positive line suppression pulse is applied 
via V, to C,,, recharging it to its initial potential. 

If the cathode of V,» were connected to a fixed D.C. 
potential the output would not be linear, since as pulses 
discharge C,, its potential falls, and the negative bias across 
Vsa would increase. 


This would cause each step to be 


Fig. 2. Six steps 


Fig. 3. Six sieps with suppression 


Fig. 4. Twenty steps 


und syncronization signals added 


their amplitude is constant whatever the number. The 
diodes У,., Vue, V, and the capacitors C,, and Cj, 
generate the staircase waveform. V, is normally cut off, 
but during line suppression its anode is carried: positive, 
charging C,, to a definite value. At the instant the charg- 
ing pulse ends, a train of pulses arrives at C,,. These 
pulses pass through C,,, are D.c. restored by V,» to the 
potential of its cathode, and the charge is shared between 
C,, and C,,. Each pulse therefore reduces the potential 


slightly less than the one before it, producing a curved 
staircase waveform. To minimize this effect the non- 
earthy side of C,, is connected to the grid of a cathode- 
follower, and the cathode of V,» is joined to that of the 
cathode-follower. The bias potential of V,a is thus main- 
tained practically constant. 

М and V,, provide for varying the amplitude of the 
staircase and for feeding the output to a 75 ohm cable. 


Premiums for Technical Writing 


An Announcement by the Radio Industry Council 


T9 encourage the writing and publication of articles 
reporting technical progress and development in radio 
and electronics in Great Britain, the Radio Industry Council 
announces that from 1 January, 1952, it will award 
premiums of 25 guineas each, up to an average of six a 
year, to the writers of published articles which, in the 
opinion of a panel of judges, deserve to be commended 
by the industry. It is hoped in this way gradually to 
increase the number and standard of articles available to 
editors. 


Eligibility of Writers 

Any non-professional writer will be eligible—and by 
this is meant anyone not paid a salary mainly or wholly 
for writing and not earning 25 per cent or more of his 
income from fees for articles or from book royalties. 


Eligibility of Articles 

The awards will be made for articles published at home 
or abroad in papers or periodicals which can be bought 
by the public on the bookstalls or by subscription. Articles 
in the following classes of journals will not be eligible: 
Journals circulating exclusively to members of a trade or 
manufacturers’ journals; the privately published journals 
of professional institutions or learned societies. Writers 
and editors will be invited to submit published articles 
to the Secretary, Radio Industry Council, 59 Russell 
Square, London, W.C.1 (if possible five copies of the 
journal, proofs or reprints) for consideration, but the 
judges will consider also unsubmitted published articles. 
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Criteria 
The judges are to be given the greatest possible freedom 
in choosing articles for awards, but they will be asked 
broadly to take into consideration: 
Value of the article in making known British achievc- 
ment in radio and electronics 
Originality of subject 
Technical interest 
Presentation and clarity. 


Judges 

The judges will be: 

One elected member of the Technical Directive Board 
of the Radio Industry Council (Mr. E. M. Lee, В.5с., 
M.LE.E., the present chairman of the Board). 

One elected member of the Public Relations Committee 
of the R.LC. (Mr. W. M. York, the present chairman of 
the Committee). 

Mr. Т. Е. Goldup, M.LE.E., a member of the Technical 
Directive Board. 

The Director, R.J.C. (Vice-Admiral J. W. S. Dorling, 
C.B., М.Т.Е.Е.). 

Professor Willis Jackson, D.Sc., D.Phil, M.IEE, 
F.InstP., Professor of Electrical Engineering, Imperial 
College of Science and Technology, University of London. 

The panel will have power to co-opt specialists and 
will have the advice of the Editors of “ Wireless World ” 
and "Electronic Engineering." 
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The Prediction of Audio-Frequency 


Response 


No. 2—Circuits with Two Reactance Elements (ран 1) 


Ву М. Н. Crowhurst, A.M.LE.E. 


IS data sheet will deal with circuits reducible to the 

fundamental configurations shown in Figs. 1 and 2 for 
high and low frequency cut-off forms respectively. The 
reason for reversing the position of ғ and К in (a) and (b) 
arrangements of these figures is that it enables the same 
design formule to be used. In each case the network can 
be viewed as a type of resonant circuit in which r is series 
resistance damping and R is shunt resistance damping, 
regardless of which is source or load resistance from the 
viewpoint of the operation of the circuit. 

In many practical coupling networks Г, of Fig. 1 will be 
a leakage inductance between windings of a coupling trans- 
former. In the case of step-up transformers the secondary 
circuit capacitance will have the greatest effect, and will 
be the principal component to tune with leakage inductance. 
All capacitances effectively across the secondary must be 
included in this value. The circuit of Fig. 1(a) is applicable, 
provided the primary capacitance does not contribute appre- 
ciably to the shape of the response characteristic. Any 
interwinding capacitance must also be taken into account, 
but these charts are not applicable to such cases unless the 


Fig. l. Alternative networks for high frequency cut-off 
using two reactances 


leakage inductance between sections where interwinding 
capacitance occurs is negligible compared to leakage induct- 
ance between the whole windings. Otherwise the trans- 
former must be treated as a far more complex network, 
with corresponding possibility of complexity in response 
characteristic. 

If primary capacitance does present a reactance to the 
circuit that is comparable with other circuit values within 
the frequency range considered, then the circuit is best 
treated as a three reactance network, for which a later data 
sheet is intended. However, for many applications, a suffi- 
ciently accurate prediction can be obtained by treating the 
primary source resistance and capacitance as a single react- 
ance network, combining it with a two reactance network 
as at Fig. 1(а) consisting of the primary source resistance, 
the secondary shunt resistance (including core losses), leak- 
age inductance and secondary capacitance. 

Step-down transformers can be regarded as step-up trans- 
formers operated in reverse. The important capacitance 


becomes the primary circuit and winding capacitance, and. 


the appropriate network is that of Fig. 1(b). The remarks 
concerning the circuit capacitances given in the previous 
paragraphs apply. Another important point to remember 
when treating transformer coupling is that all impedances 
should be referred to the same winding of the transformer. 
Naturally, when the source from which a transformer is 
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fed consists of a valve with anode coupling resistance, the 
source resistance will be the equivalent parallel resistance of 
the anode coupling resistor and the valve л.с. resistance. 

Parallel fed transformer coupling may be treated for low 
frequency cut-off characteristic by means of the network 
at Fig. 2(a). Fig. 2(b) is suitable for application to choke 
coupled output. -When choke coupling is employed, the 
self-capacitance of the choke should not be overlooked in 
considering the high frequency end of the response charac- 
teristic. If choke and transformer coupling is employed in 
a parallel fed arrangement neither of these networks can be 
employed with a high order of accuracy, although when 
the primary inductance of the transformer is high com- 
pared to the choke inductance, and the referred load resist- 
ance is smaller than the source resistance, a reasonable 
approximation may bc possible by ignoring the primary 
inductance, that is by assuming it to be infinite. 

In addition to the simple networks shown at Figs. | and 
2, this data sheet can be applied to the approximate deter- 
mination of response for coupled tuned circuits, where both 
circuits are tuned to identical frequency, producing band- 


R Cs 


Fig. 2. Alternative networks for low frequency cut-off 
using two reactances 


pass effect, and the frequency deviation from resonance is 
always relatively small. 


Three Possible Forms of Amplitude Response 


For any of the networks in Figs. 1 and 2, the response 
produced will fall into one of three possible cases, based 
upon the shape of the amplitude characteristic. The form 
of the phase transfer characteristic is similar for all cases, 
the constants of the network changing the rate of transition 
from zero phase shift to reversal, through the 90° inter- 
mediate, about which the characteristic is symmetrical when 
plotted to a logarithmic frequency scale. 

The frequency discriminating component of the attenua- 
tion coefficient for the high frequency cut-off networks of 


Fig. 1 is: 
A _ 1 е i LaGs С Ts i С„Е 
ES NU 7 r+R r+R 
eat ee (1) 
and for the low frequency cut-off networks of Fig. 2: 
1 
а 70 PETIT 
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Differentiating the modulus of these expressions, and 
equating to zero to find the frequency at which a stationary 
point or peak occurs, the solutions for the high frequency 
cut-off networks аге шо = 0 and 


" | Ta Cr 
» = — | 1 oc c EET 3 
К а | 2C,R? — 3L i 
чы Ls Сы” 
Substituting E = 1 — —— T Ae AM Ta. 4 
ubstituting ЭСЕ? 2L. (4) 
Equation (3) can be written, wo „РИО (За) 
ГАС 


For low frequency cut-off networks the solutions are шо = oc 


and 
А ГС Li 
l/o = 1С» | шй: э тя TT (5) 
Substituting a similar expression, 
Ce Ly 
Е =) v Р е ed eel a pas 
2% КСА ©) 
Equation (5) can be written, 
PETS EE. LoC: "ТҮҮЛ d edi (Sa) 


The value of E in expressions (4) and (6) determines 
which case applies for the values under consideration. Its 
value may lie between plus one and minus infinity. The 
three cases are identified as: 

1. When E lies between zero and plus one, the ampli- 
tude response manifests a peak. Cases in this group are 
considered in this first part of the data sheet. 

2. When E lies between zero and minus infinity, the peak 

frequency, given by (3a) or (5a), becomes imaginary. The 
numerical value obtained represents a transition frequency 
from a characteristic reaching an ultimate slope of 6db/ 
octave to one reaching an ultimate slope of 12db/octave. 
Cases in this group; as well as the phase response for both 
cases are given in the second part of the data sheet. 
. 3. When E is zero, the amplitude response becomes а 
simple transition from level to а 12db/octave slope, the 
attenuation at the cut-off frequency being 3db. This case 
cannot be treated under either of the previous headings 
because the reference frequency given by (3a) or (5a) 
becomes zero or infinity. This single case, corresponding 
to critical coupling in band-pass circuits, is treated in the 
third part of this data sheet. 


Peaking Case 


To obtain the response in cases where E is positive, the 
value of E given by (4) or (6) is substituted in the 
modulus of the attenuation coefficient, and to render the 
response characteristic dimensionless, x is written for w/ wo 
in high frequency cut-off characteristics, and for wo/w in 
low frequency cut-off characteristics. This produces a 
general form, giving the amplitude response in decibels 
teferred to mid-band of 


E 2 
db loss = 10]og,,| 1 * — 2x7) 
в. | (т) 2^]... 
Substituting x — 1 gives the height of the peak in db. 


db peak = Голов, | | 43 Em POETA (8) 


An additional point of interest is that at which x? — 2, 
where the curve crosses the zero reference line. For high 
Írequency cut-off networks this occurs at V2 times the 
peak frequency, while for low frequency cut-off networks, 
it is at the peak frequency divided by V2. 


Phase Response 


The tangent of the phase transfer angle is given by 
the ratio of the imaginary part to the real part of the attenua- 
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tion coefficient. A convenient reference frequency for plot- 
ting the phase response is that at which the angle is 90^, 
that is where the real part of the attenuation coefficient 


mg L.C, 
1+// К 
tion (3a) gives for the ratio of the two reference frequencies. 


2 l +r/R 
wg [шой = føl fo l+r/R 


This applies to high frequency cut-off networks. For low 
frequency cut-off networks, using a similar substitution, the 
ratio of the two reference frequencies is given by 


ЕЕ 2,42 1+ г/Ю 
оо“ lug = foll fa? = - Bos 
Writing у = w/w for high frequency cut-off networks, 
Or y = офі о for low frequency cut-off networks, the phase 
transfer angle may be expressed: 


y "mper | 
12 a ао Cil 
фе = tan i z4 2 |: 71 (11) 


the angle being positive or lagging for high frequency cut- 
off networks, and negative or leading for low frequency 
cut-off networks. 

It will be noted that Equations (7) to (11) all contain a 


vanishes. Writing | — = 0, and substituting Equa- 


term , its power or reciprocal, showing that the net- 


l+r/R 
work constants represented in this expression wholly deter- 
mine the shape of the frequency response, both in ampli- 
tude and phase. Ц will be realized that the relation fg/fo 
ог fo/fa and the shape of the phase response curve given 
by Equation (11) is fixed for each value of db peak, given 
by Equation (8). 

As the numerical! value of expressions (9) and (10) is 
always greater than unity, it is evident that the frequency at 
which phase transfer angle is 90? is always further from 
the centre of the band-pass than the peak frequency. It can 
be shown that the 90° phase reference frequency corres- 
ponds with the point on the amplitude characteristic where 
the slope is 6db/octave. 


Coupled Tuned Circuits 


To apply the same formule and these charts to the pre- 
diction of response of identically tuned band-pass circuits, 
it is assumed that the two circuits are tuned to a carrier 
frequency Е; that the circuits have О values of Q, and Q., 
and a coupling coefficient of k. For simplicity in the final 
formula, take О as the mean value of Q, and Q,, such that 
О, = nQ and О, = Q/n. Then, writing 

m = Ци? dn?) (12) 
the peak frequency differs from the carrier frequency on 
either side by: 

fo = fel 2QV (KPQ? — т).............. (13) 
and the height of the peak referred to the response at mid- 
tune frequency is: 


КО? – тү" 
db реак = ШО (ст i ]- (14) 
Where the damping of both circuits is identical! so that 
they both have the same value of О, n and m become unity 
in the above expressions. Where they are other than iden- 
tical, л varies from unity, with the result that m becomes 
greater than unity. 


Use of Charts 1—4 
CHaRT 1 

Chart | is used, having calculated the value E by Equa- 
tion (4) ог (6) (this is given on the chart as e, LC, for 


the high frequency cut-off networks, and as for low 


] 
wo Ly Cs 
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УЛ LOW FREQUENCY CUT-OFF NETWORKS 
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Chart 2. 


frequency cut-off networks) to determine the db peak 
and the relation between the amplitude and phase response 
reference frequencies. The curved rulings tending to 
become straight at the bottom of the chart, with the scale 
at the left-hand side, represent values of E, that is wo7LsCp or 


-= 1 . In the case of high frequency cut-off circuits : 
Wo Lu 
L C,R* 
2 E ч -p 
1 к Wo Обе JCR? + Anc (15) 
and for low frequency cut-off circuits: 
] FG Lp 
- BELA йы cnp 16 
1 Wo LCs ЭЛ 2R'C, Ge) 


so that a scale for these quantities, also given against these 
rulings at the left-hand side of the chart, facilitates its use. 
The curved rulings emerging at the right-hand side and top 
of the chart represent values of r/R. The intersection 
between these two sets of curved rulings in the scale pro- 
vided for the straight horizontal rulings detached from the 
right-hand side of the chart gives the db peak directly. 
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575 


O3 O8 | 2 3 4 5 
f h HIGH FREQUENCY CUT OFF NETWORKS 


Universal response curve 


Opposite to these readings is also given the relation between 
the.amplitude and phase response reference frequencies. 
To apply these charts to the response of coupled tuned 
circuits, the left-hand edge of this chart may be used. The 
KQ? — т 
KQ? + 1 
the o^ L.C, scale at the left-hand edge, the corresponding 
value of db peak being read off by reference along the 
horizontal rulings. 
Example 1. 

Low: frequency cut-off network as at Fig. 2(a), due to 
parallel fed transformer coupling, in which effective 
primary source resistance, r = 30kQ; R = 0.5МО, repre- 
senting total iron losses and shunt resistance referred to 
primary; Lp = 300H; and C, = 0.05uF. 


value of is calculated, and the result applied to 


С, 9 x 105 x 5 x 10-8 
Lr 300 
РС 2х 0.25 х 102 x 5x10 — 0.012 


РЕСЕМВЕК 1951 


db PEAK, LIFT 


mom | O8 O6 04 оз [er Q2 
a АДАДИ Д2 ДЛ; A "m 
ADIT О ИИО ATO 
А ДД 
АИДА | ab 
ое ix 
КОРР @ #925 OO! 
ГЛИС 29285222922 
ГЕРТА LLL 
HEA PT Ir 
Г ЖЕТА 
o2 LEES LL ELA 
[I са т ай! Sen 
г ЕЕ 
[e] в-а EEF === о 
= =:555s===—= 
ог ЕЕ M L3 = 
i EXIT „з= — 
ЕЕ Е - о 
Бреста |, 
ELELIZB aaa SSeS Se ee у 
ELE = Pe ооз db 
= ЕН Se ee 1055 
= LIRE SS 006 
== Ssss а 2 
E SENSN Но 
=з сс poo d 
== I ГЕЗ = = d 
= PLSS = 
Е REEL EL 
x ITAY SSS |2 
з TAR ЕН 
ES НИ == зу 
L4 В " ir = "un b A ы К 
575 ВЕБЕ Š EEE Sa ЕН. 
Se Д 
25 20 15 Io 8 
Chart 3. Reference for Chart 2—0.02 to 4db peak 
1 Р 4.5 х 10* 
—L—- —1- 0075 – 0012 = 0913; r/R = we LC, = 1 — 0.0225 — 0.0225 = 0.955. r/R = ——— — 
wo’ СВ 10 
3x10 gg = 0.045. 
Sx soe Applying these values (0.955 or 0.045 and 0.045) to Chart 1, 


Applying these values (0.913 or 0.087 and 0.06) to Chart 1, 
the db peak is found to be almost exactly 6db. The peak 
frequency will be 1.078 times the frequency at which the 
phase transfer angle is 90°. Using the reciprocal scale on 
a slide rule, this shows that the reference frequency for 
the phase charts (given in the next part of this data sheet) 
is 0.93 times the peak frequency. (Peak frequency can be 
calculated directly from equation (5), but a chart in the 
third part of this data sheet will provide for this cal- 
culation.) 
Example 2. 
High frequency cut-off network as Fig. 1 (a) in which 
Ls is due to leakage inductance in an intervalve trans- 
former, ratio 3/1 step-up. The primary source resistance 
is 5КО, which referred to the secondary gives г = 45КО; 
К =1МО; Г, —4.5H (referred to secondary): С, = 


100pF. 
sa TON елт ае 
A io j 
c _ 10 мык = 0.0225. 
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the db peak is found to be 7.9db, and the phase reference 
frequency is 1.046 times the peak frequency. Notice that 
this example used the right-hand edge of the chart: this 
is because the series and shunt damping components are 
equal. 

Example 3. 

An output transformer is to operate between a valve 
whose average А.С. resistance is 0.1МО, and a referred 
resistive load of 10kQ; the primary self-capacitance, 
total, is 1,000pF; and the leakage inductance referred to 
the primary is 60mH. 


Using the network of Fig. 1 (b): 


ГА 6 x 107 
2C, = 2x 107 x 10'* = 0005; 
[o ANNE ER nn 
асра а 


шо L,Cy = 1 — 0.003 — 0.833 = 0.164; r/R = 10*/10° = 
0.1. Applying these values to Chart 1, the db peak is 
found to be 0.14, and the reference frequency for the 
phase characteristic is 2.6 times the peak frequency. 
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Chart 4. Reference for Chart 2—3 to 30db peak 


Example 4. 


Two tuned circuits, coupled, have the following 
characteristics : = 0.025; Q, = 53; О, = 212; Ь= 
1Mc/s. 


Q- УО,О, = 106; п = VQ,/Q, = 2; т = (п? +1/n’) 


Оф 265: — 2125 
= ЭА — "луш own то 
= 21 = 2.125. Whence eo 4 = 2.65? +1 


= 0.61. 


From Chart 1, this gives 2db peak, at a frequency given 
by (13) as 


fo = 10°/212 V(2.65* — 2.125) = 10.4kc/s. 


Fig. 3. Uustrating the use of Chart 2 in conjunction with 
Charts 3 and 4 


Relative Frequencies 
Low Frequency Cut-off 


US db 
Loss 
Values 


Relative Frequencies 
"High Frequency Cut-off 


Chart 2. Chart 3or4 
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CHART 2. 

This is a universal amplitude response curve for all 
peaking cases employing the two reactance networks of 
Figs. 1 and 2. The frequency scale at the bottom of the 
chart is for high frequency cut-off networks, while that 
at the top of the chart is for low frequency cut-off net- 
works. The shape is chosen to provide the best com- 
promise as to accuracy of reading throughout the frequency 
range presented. The vertical scale is not directly in 
decibels, but in arbitrary units, convertible into decibels 
by reference to either Chart 3 or Chart 4. 


CHARTS 3 AND 4. 

Chart 3 provides for degrees of peaking between 0.02 
and 4 db, while Chart 4 provides for cases giving between 
3 and 30db peak. When plotting a response curve, Chart 2 
is used in conjunction with either Chart 3 or Chart 4, the 
numerical reference at the right-hand side of Chart 2 
being identical with that at the left-hand side of Charts 3 
and 4 to facilitate reference. To find the response at any 
frequency referred to the peak frequency, the vertical line 
on Chart 3 or 4 corresponding to db peak forms a reference 
line. Fig. 3 illustrates the method. Referring from the 
desired frequency on Chart 2 to the curve, the correspond- 
ing reference point on the scale at the right-hand side is 
noted and transferred to the scale at the left-hand side of 
Chart 3 or 4. Referring along the horizontal reference 
lines to intersect with the vertical db peak reference line, 


DECEMBER 1951 


the db lift or loss relative to mid-band response is given 
at the end of the sloping or curved rulings. Applying this 
method to the examples chosen for Chart 1 will illustrate 
this use. 
Example 1. 


Using the frequency reference at the top of Chart 2, 
in conjunction with Chart 4 to obtain db values, the follow- 
ing points can be tabulated; 


fifo 02 | 03 | 04 05 ium от | 08 | 09| 1 

db -265| —19 |-132| —84 | —46 |-035| 43.1 | +51| +6 
(fo. ux4 as: | X ] ве | sA © {в уло. | 
db | 44.8! 43.1! $1.7 1+0.751+0.42 40.25) 402 1+0.12 +0.08 


Examples 2—4. 


Using the frequency reference at the bottom of Chart 2, 
in conjunction with Chart 4 for example 2 and Chart 3 for 


The Loading Error in 


examples 3 and 4, the following values can be tabulated. 
0.2 0.3 0.4 


n 
db, Ex. [+0.28 +071 412 
— — Á— јанана а 


db, Ex. 3 | +0.0025 | - 0.0075 | +0.017 (40.028 +0.042 |+0.058 [+0.072 
| 


0.1 


“db, Ex.4 +003 [+012 +029 |4049 [+075 [+105 [41.33 
ГТА | 08 | 09 E Га las |2 13 
db, Ех. 2 +54 1+7 +79 [+5 1 —88  -176 
“Gb, Ex 3|40084 +0097 |+01 | 008 ооз |-035 |- 41 - 
“db, Exa ies 1419 [> [+153 oas |-59 aR 
dis 14 |% 

db Ех. 2 |-235 —7 — 

db, Ёх.3 — 83 |—114 

“db, Ex. 4 | —19.8 |—23.2 


Linear Potentiometers 


By G. M. Parker 


N electrical computing equipment and simulators it is 

frequently necessary to convert a shaft rotation into a 
voltage proportional to the angle through which the shaft 
has rotated. 

The usual method of doing this is to obtain the voltage 
from a linear potentiometer fixed to the shaft, and fed 
bv a fixed voltage E, either А.С. Or D.C. 

Since some current flows in the circuit fed by the poten- 
tiometer, represented by a resistance Rr, the output voltage 
is not strictly proportional to the slider position, and it is 


Chart 1. For use with singie- 
end potentiometers 


The semicircles represent various values of Ri/R, on a 
reciprocal scale, numbered along the left-hand side of the 
charts. The radial lines, numbered at their ends, represent 
the slider position x, which has a range from 0 to 1. The 
vertical lines, numbered at top and bottom, give the 
departure from linearity in thousandths of E, the input- 


Chart 2. For use with push- 
pul potentiometers 


-15 3 ui 
-14 See SS — md... 
-13 " 
12 42 EX 
Jg? и 97. ai 
бю 10 «Jg 
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z 8 B и - 
= 6 6 24 ——4 
= 5 == E а 5 з 
[4 - 4 
BRE ЕЕ Е, / b 
2 [X2 E „> 
! A =! Г -- 
= zs ada FEBR $4 
о ^ Я 92288 808298 R 2 ©» e B R 99988 890029 9 R = e 
dle tle 
the purpose of the charts to enable this departure from voltage; i.e., they represent ô in the equation: 
linearity to be determined for any position of the slider. A 
This error will depend on the ratio of Ry to В, and the ELE = Ж-= 1.000 


charts show what linearity is obtainable with practical 
values of this ratio. 

Since a maximum value of Ry usually applies, and R 
cannot be reduced indefinitely owing to power consumption 
considerations, some loading error is unavoidable, and it 
may be necessary to abandon a linear potentiometer and 
use one whose card is graded to suit a particular ratio of 
К; to В. 

The two charts cover the cases of single-ended and push- 
pull potentiometers, and the method of use is the same in 
both cases. 
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It will be seen that the maximum error A, in the single- 
ended case, always occurs at a value of x of about 0.67, 
for al! values of Rx/R. In the push-pull case this figure 
is about 0.58. As an example of the use of the charts, 
consider the push-pull case, and suppose we have to find 
the value of Rz/R in order that the maximum error shall 
be Icss than 0.5 per cent of E. 

Following the vertical line numbered 5, we become- 
tangent to a circle numbered about 19, and this is the least 
value of Вь/ В that will give the desired linearity of output. 
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Letters to the Editor 


(We do not hold ourselves responsible for the opinions of our correspondents) 


Are We Becoming Slaves to Stan- 
dardization 


Dear Sir,—I have read with interest 
the letter from’ Mr. Godfrey in the 
October, 1951 issue, and enjoyed his con- 
structive criticism of the several British 
Standards publications in the electrical 
engineering field. 

Abbreviations are possibly the most 
difficult subject on which to obtain agree- 
ment to a standard practice, because an 
abbreviation is not made until the term, 
which is abbreviated, has become so 
widely used that an abbreviation 15 
generally understood. Ву that time there 
have probably bcen many abbreviations 
employed by different writers. 

The abbreviation for alternating cur- 
rent as " А.С.” has come into general 
use, but A.V. or D.V. for alternating 
voltage or direct voltage have ncvcr 
соте into use. Ц is not a matter for 
logic—one must accept the fact, and 
rcfer to an А.С. voltagc. It is shecr care- 
lessness and lack of thought which then 
appears to infer that А.С. is the abbrc- 
viation for "alternating" and gives rise 
ilo such a statement as “Ап А.С. cur- 
rent." 


I agree with Mr. Godfrey that it would 
be simpler if lower case letters could be 
standard for these abbreviations, but 
again, I think it is not a question of logic 
but of practice. The abbreviation has 
to be in use for several years before the 
use of a lower case is acceptable. The 
life history of an abbreviation appears 
їс be: 

(a) the term in full, 

(b) the abbreviation by using the first 

(or other) letters in capitals, 
(c) the capitals become lower case. 


A typical example is :- 
(a) Root mean square 
(b) R.M.S. 

(c) r.m.s. 


It takes a considerable time for a 
lower case to become general usage, and 
it is only in recent years that r.m.s. has 
5сеп used so much that it no longer looks 
strange. 


I should like to suggest that the next 
step in the growth of an abbreviation 
should be the omission of the full stops 
between the letters, viz. rms. 


As regards the abbreviation for cycles 
per second, viz. c/s, kc/s, and Mc/s, it 
has been claimed that there is an illogic- 
ality here and that kc/s should be Kc/s. 
I think it is illogical, but kilometre is 
always abbreviated as km, and 1 have 
never heard a convincing case for chang- 
ing the small k to capitals. 

If there were any change I should pre- 
fer it to be due to an agreement with the 
American Standards Association. The 
current American standard for cycles per 
second is cps “which may be further 
abbreviated to с or С in combinations”; 
for example, ke or kC for kilocycles per 
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second. Personally, I dislike intensely 
losing the “s.” 

I like the following American general 
principles: — 

the same abbreviation is used for both 
the singular and plural of a name; 

the same abbreviation is used both as 
a noun and as an adjective, and 

the period being omitted except where 
the omission would result in confusion. 

For letter symbols (as distinct from 
abbreviations) in general there are almost 
as many possible standards as there are 
intelligent people willing to take the 
trouble to work out a logical system. May 
I advance the plea that when a standard 
has been published by the B.S.L, people 
should cease using their private system 
end conform to the published standard. 
By this means the standard will be im- 
proved by their constructive criticism. 
BS 1409;1947 for electronic valves is а 
young standard. I strongly support Mr. 
Godfrey’s statcment that no author should 
be without it, and its application is essen- 
tial if chaos is to be avoided. 

Yours faithfully, 
J. READING, 


London, E.C.1. 


Slaves of Standardization ? 


Dear SiR,—Two forms of abbreviation 
are commonly used for units based on the 
metric system; orthographic and tech- 
nical. 

In orthographic abbreviations, the 
spelling is shortened according to custom 
or the light of nature, as in ma. and cms. 
Technical abbreviations, on the other 
hand, are formed according to a well 
defined rule which adds standard prcfixes 
to a capital letter standing for the unit 
concerned, giving mH, pF, and KM for 


example. | 
The technical form of abbreviation has 
obvious merits, but these аге less 


apparent to the Buying Office and the 
Typing Pool who, being inadequately 
equipped, are far too busy to fiddle 
with technical niceties and the Greek 
alphabet, much prefer to deal with orders 
for 8 mfd. condensers and 2 meg. 
resistors. 

Both forms of abbreviation thus have 
their uses, but it is better not to mix 
them as your correspondent, Mr. 
Godfrey. seems satisfied to do. In раг- 
ticular, if there can be only one symbol 
for tenths of a bel, as he so strongly 
insists, consistency in technical abbrevia- 
must make this dB and not the ortho- 
graphic variant db. 

Yours obediently, 
F. CAMPBELL ROSE. 


Bushey Heath, Herts. 


The author replies : 


Dear Sim,—Mr. Campbell Rose con- 
fuses symbols or conventional signs with 
abbreviations. 
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This is obviously from his reference 
to the Greek alphabet which is often 
used for symbols but not for abbrevia- 
tions. 


Standard abbreviations present no 
difficulty to the typist, whether the abbrc- 
viations are orthographic or technical; 
symbols are in a different category and 
cannot be reproduced without printing 
devices. 


Adherence to custom and “the light 
of nature" (whatever that means) is the 
antithesis of British Standards and the 
reason for their existence. Many of 
them are open to criticism, but at least 
they represent a consensus of expert 
opinion. I have nothing to do with 
their production, but use them in the 
interest of uniformity. I find it no more 
difficult to use mA, cm or kM than the 
alternatives used by Mr. Campbell Rosc. 

My heart bleeds for the decibel; it has 
long since lost its parent and your corres- 
pondent does not cven give the parent a 
capital initial, except in his abbreviation. 


Yours faithfully, 
J. №. GODFREY. 
London W.1. 


Mutual Inductance Between Coaxial 
Coils of Equal Diameter 


Dear  Si,—The simple empirical 
formula! for the inductancc of a solenoid 
of radius r inches, length / inches and a 
total of N turns 


_ 01 PN 
1+0.9ғ 


is probably well known but it does not 
appear to have been realized that from 
this same formula can be derived simple 
expressions for the mutual inductance 
between two parts of a continuous coil or 
between two coaxial coils of equal dia- 
meter spaced apart. The accuracy of 
the derived expressions is governed by 
the accuracy of the original formula 
which, according to Whceler, has an error 
of less than 1 per cent when //r exceeds 
0.8 or less than 4 per cent when l/r is 
greater than 0.4. Under normal cir- 
cumstances the derived expressions for 
mutual inductance will tend to be more 
accurate than can be determined by total 
inductance mcasurements, which involve 
the difference of two large quantities. 


Referring to the tappcd coil shown in 
Fig. 1, the inductance of the complete 
coil (L:) and its parts (Z4 and Г») may 
be determined from (1) and from these 
results mutual inductance may be calcu- 
lated as follows. 


М = {1 = Ід = Іл] 
1 OIN è _ 0м = 0.17 №. ] 
2 1.+0.9ғ Lh409r  L409r 


where [1 = h + h. 


(1) 
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Total 
Turns № 


M lh — 


Fig. 1. A tapped coil 


Assuming that the winding is regular 
м.м М 


turns/ inch 


k UE 
О №: (0+2) lj r3 
21 bh+h4+09r 44+0.9r 


12 
hc as] 
0.05" NC (h l 0.9. (itde+ 1.87) 
I? (l+ l: + 0.97) (l + 0.97) (l: + 0.97) 
M. Q) 


=0.045/° №, №, 
+24180) 
+ Ь+ 0.9”) (+ 0:9) (1:30.97) (3) 
ь For a long coil and h/r and h/r > 1, 
M = osr 
h L 
—0.0455? (Turns/inchy ............ (4) 


The converse situation, l/r and 1,/ "<! 
has little meaning because (1) loses accu- 
racy when //r« 0.4. Expression (4) con- 
firms the well known fact that the mutual 
inductance between two parts of a long 
coil is independent of the tapping point 
when the length of each part is much 
greater than the coil radius. 
When the coil is centre tapped 


0.0457 (Turns/inchP — (5) 


(1+0.9/1) (1 + 1.87] 1c) 
A coil tapped at some other point where 
h=a 1, and /.=(1— а) I, gives 
М. =0.045° М, №. 

Ie +1.8r 
(fe +0.97) (al; +0.97) @ — а) h - 0.9] 
=0.045/ (Turns/inch)* 
а(1—а) (1+1.8r/l}) _ 
(1+0.97/1.) (а + 0.9r/1) (1 — а + 0.9/1) 
mp. E0) 

a(1—a) (1+ L.8r/ ky @ 

(а + 0.9/1) (1—а+0.9,/1.) 


When /‹/г > 1, the factor multiplying 
Met approaches unity; for example if 
l./r= 100, and the coil is tapped 1/10 
down, the factor is 0.94, but if [./г=10 
it is 0.665. As l/r is decreased the 
factor approaches 4a (1—a); thus l/r 
= 1, а = 0.1 gives 0.39. 


Met 


Fig. 2. Two separated coils of 
equal diameter 
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When the two sections of the coil are 
spaced apart as in Fig. 2, the mutual 
inductance* between them is cstimated as 
follows. The total inductance L., that 
would be obtained if the space / were 
wound with the same number of turns/ 
inch as 4 and l, would be 

І. =1,+1.+1.+2М + 2Мз +2Мз 
The inductance of length /, is 

Le=1,+1:+2M: 
and that of h 
1=1„+1з+2Мзх 
so that 
Li Lc Ly— Li 2M 
and My —-ÀA(Lc L:— La — Lo) 


NY Ns N, 
=0.05;° — ~ 
0.057 le+0.9r | h-09r l +0.9r 

№? | 
1+ 0.9, 


NICA RU LA 
=turns/inch, andi = ++ 
10.0557? (turns/inchy 


(hh kathy 
(htheth+09r, b+09r h+h+0.9r 
= (1. + 1З ] 

++ 0.97 


=0.0405 r* №, М, 
1+1.+26+ 1.87 


Yours faithfully, l 
K. R. STURLEY 
Evesham, Worcs. 
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Effect of Valve Impedance on Phase 
Shift Oscillators 


Dear SiR,— Mr. В. Townsend's letter 
in the March 1950 issue of ELECTRONIC 
ENGINEERING provides information which 
will be most useful to designers, and will 


Ra 


(а) (b) 


Fig. Ка) shows the actual circuit of the generator 
Fig. 1(b) shows, the equivalent circuit 


save much tedious calculation. There 
exists however the possibility that the 
unwary may assume that the values of 
В quoted in the table represent the total 
attenuation of the oscillator and feedback 
path, that is the value which the ampli- 
fication factor и must exceed for the valve 
to oscillate. Also it should be empha- 
sized the KR represents the equivalent 
impedance of both the valve and its load 
resistor. 

Refering to Fig. 1, (a) shows the actual 
circuit of the generator and (b) the equiv- 
alent circuit, from which it will be seen 


that 
V’=VR»/(Rat+Ro) 
` IO m) 


and KR=R,R»/(R.it+ Ro) 
where K =k/(1 + т) 


k =R./R and 
m=R,/Rov 


The values of В quoted in Mr. Towns- 
end's table refer to the ratio V’ to v, the 
output voltage of the phase shifting 
network, and not to the ratio V(— —4v;) 
to Ук. 

Proceeding along different lines from 
Mr. Townsend, but taking £ as the ratio 
И — vs, that is the limiting value which р 
must exceed, a similar set of values were 
obtained and these are set out in Table 
1. Ц may however be more convenient 
to quote а and В in terms of т and К, 
and these are given in Table 2 

It wil be noted that if m is zero, 
K=k, and the values given in Tables 1 
and 2 will be equal, and reduce to the 
values given in Mr. Townsend's table. 


Yours faithfully, 

R. S. TISSINGTON, 
Telecommunications Department, 

Kuala Lumpur, Malaya. 


Tables referring to the Effect of Valve Impedance on Phase Shift Oscillators 
TABLE 1. 


at 


| 
| 
| 644K 


n 
3 


G- +m) [a(5-+K(—)1+3K))] 


| 6+3К 


| (i +m) [a*(5--4K)—1] 
| 14+K 


юа+к) 
74K 


| (14-7 [а%(15 +6K)—a'—(1'+4K)] 


10+4K | - i 
ae | (1--m) [a*(15- 10K)—2* (12-K)—11 
7+6К 


6+6m+4k бб ра | 
аза оо АГ уела a5 +5m-+4k)—(i +m) 
14m P 1+ т-+ А 
НЮ | ES--15m-: 600 ат Mente 145--15m-- 105) —a*(1-Em +k 
a nm т 
| 747m E (Uem тти | ee 
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ELECTRONIC EQUIPMENT 


A description, compiled from information supplied by the manufacturers, of new components, 


Marconi Pulse Generator 
üllustrated above) 

The pulse generator, shown above, is 
an А.С. mains operated instrument .for 
the production of positive or negative 
going pulses of variable recurrence fre- 


quency and length, accompanied ог 
preceded Бу synchronizing pulses of 
either polarity. 

The internal drive is by a blocking 
oscillator of continuously variable 
repetition speed, but switching facilities 
are provided for the substitution of an 
external source, 

The output of the pulse generator may 
be used to modulate R.F. signal genera- 
tors which are arranged for the injection 
of external pulse modulation, but to 
cater for generators not so arranged— 
and also to avoid the greater delay 
usually associated with pulsing-on the 
oscillator—an output modulator is incor- 
porated which directly modulates the 
actual R.F. output. 

Marconi Instruments, Ltd., 
St. Albans, 
Herts. 


Tape and Wire Recorders 


HREE portable records are marketed 

by Messrs. Panrek. The "Simphonis" 
uses oxide coated plastic tape which can 
be run at either 7 or 12 inches per 
second; this provides a playing time of 
30 minutes and 20 minutes respectively. 
Both high and low impedance input 
channels are provided, requiring an 
input of 0.01V and 0.15V respectively. 
A cathode-ray type tuning indicator is 
used to indicate the recording level. 

The two models, B.1 and B2, of the 
“Wirek” wire recorders are similar, 
except that. іп the B.1 model facilities 
are built-in for recording from, ог 
playing-back, gramophone records. The 
standard spools of wire provide a playing 
time of 60 minutes, and a frequency 
response that,is flat +3db from 70 to 
7000c/s. 

Panrek Mobile Recordings, 
49 South Molton Street, 
London, W.1. 


U.H.F. Receiver 


ТЕЕ Wayne Kerr U.H.F. receiver соп- 
sists essentially of three types of 
mixers and their associated head ampli- 
fiers, an 1.F. amplifier unit and level in- 
dicator, two oscillators with self-con- 
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accessories and test instruments. 


tained power supplies and power supply 
for main Lr. amplifier and head ampli- 
fiers. 

These units have been designed to cater 
for the demand for receivers covering the 
frequency range 400Mc/s to 4000Mc/s, 
particularly for use as bridge detectors 
and for impedance measurements with 
slotted lines. In this equipment the 
range is covered by using a standard LF. 
strip and indicator, in conjunction with 
a series of wideband mixers and local 
oscillators. Precautions are taken to 
obtain the stability of performance re- 
quired for measurement purposes. No 
valve holders are used in the head and 
LF. amplifiers. The valves are spot 
welded into the circuit at the valve pins in 
order to avoid variations in. contact 
resistance between pin and holder. 

With the local oscillators now avail- 
able, the equipment covers the range 
365Mc/s-2670Mc/s, and 2700Mc/s-3600 


Mc/s. 
Wayne Kerr Laboratories Ltd., 
New Malden, 
Surrey. 


Ultrasonic Generator 


illustrated above) 


N interesting Mullard development 

is the ultrasonic generator with an 

output ranging between 600 watts at 

2,000kc/s and 50 watts at 250kc/s. The 

transducer head consists of an X cut 

quartz crystal which can be supplied for 
any one of four discrete frequencies. 

This generator is designed primarily to 

fulfil the requirements of laboratories 

engaged in essential research into the 

possibility of applying ultrasonics to any 

specific industrial application. 

Mullard Ltd., 

Century House, 

Shaftesbury Avenue, 

London, W.C.2. 


Sub-Standard Frequency Generator 


ЛЕ automatic recording of physical 
quantities over long periods often 
necessitates the use of a constant speed 
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motor, but owing to the present irregu- 
larities in mains frequency a simple 
synchronous motor, thus driven, gives 
unsatisfactory results. 

An instrument capable of supplying a 
few watts at a known and constant 
frequency therefore becomes a standard 
requirement for these purposes in 
laboratories, in production and in general 
testing. The type 84 sub-standard fre- 
quency generator is particularly useful 
for.such measurements and may be used 
also for the accurate determination of 
time and time intervals and for the com- 
parison of frequencies. 

The basic circuit comprises a 100kc/s 
crystal, enclosed in a temperature con- 
trolled oven, driving amplifiers and 
dividing networks to obtain a 50c/s sine 
wave. This output is further amplified 
to give approximately 8 watts at 230 
volts, sufficient to drive three small 
synchronous motors with an accuracy” 
of .001 per cent. 

Inherent stability is claimed for the 
dividing networks against time, tempera- 
ture changes and mains voltage or 
frequency changes. Particular care has 
been given to the mechanical construc- 
tion and the choice of components, 
which enables the unit to be used con- 
tinuously for periods as long as one 
year. 

Inter Electron Industries, 
Chiltern Street, 
London, WA. 


High Frequency Spectrometer 
(Illustrated below) 
Е High-Frequency Spectrometer, 
manufactured by Standard Tele- 
phones and Cables, Ltd., is a complex 
waveform analyser with a high resolving 
speed, capable of analysing the frequency 
spectrum between 6.4kc/s and 4Mc/s. 
The latest model of the instrument 


| 
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employs a 6-inch cathode ray tube, on 
the screen of which a visual indication 
is given of both the frequency and the 
amplitude of the components of a com- 
plex waveform. The display on the 
Screen is arranged as a number of verti- 
cal lines; the frequency of each com- 
ponent being indicated by its horizontal 
Position while the amplitude is directly 
Proportional to the length of the line 
traced. Permanent records can Бе 
obtained by the use of either still or 
cine cameras. 

The instrument analyses a complex 
waveform by first amplifying the wave- 
form and then applying it to 27 band- 
pass filters jn parallel, spaced at 3 per 
Octave over a range of 9 octaves. Indi- 
vidual filters transmit frequencies present 
in their pass bands, and apply them to 
a rectifier valve associated with each 
filter. The p.c. output from these recti- 
fiers is stored in reservoir capacitors, 
which are scanned in turn by a high- 
speed rotary switch. The switching cir- 
cuit applies the D.c. voltages to a con- 
vertor circuit, which supplies half-wave 
alternating current to the vertical plates 
of the cathode-ray tube, causing the 
beam to trace a vertical line. Simul- 
taneously, the horizontal plates are 
supplied with a p.c. potential from the 
rotary switch, which causes the beam to 
move to a predetermined horizontal 
position. Each filter is allocated a specific 
horizontal position for the beam on the 
tube screen, and the adjustment of the 
switchgear is such that the vertical plates 
are energized by one particular filter only 
when the beam is in the horizontal 
position identified with that filter. There- 
fore, if a frequency is present in any 
particular filter, а vertical line will 
appear in the appropriate position on 
the screen. The spacing of the lines is 
arranged in groups of three and four to 
facilitate identification. 

The instrument operates from 220/240 
volts, 40-60c/s А.С. supplies and an 
auto-transformer is available to enable 
it to be operated from other voltages. 


Standard Telephones and Cables ,Ltd., 
Connaught House, 
Aldwych, London, W.C.2. 


Londex Coaxial Relay 


MESSRS. LONDEX LTD. have re- 
cently introduced а properly 


matched coaxial relay, Type SCX, which 
is illustrated below. 
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The main features of the relay are: it 
has a characteristic impedance of 45 or 
70 ohms; the maximum frequency is 150- 
200Mc/s; it has silver C/O contacts, with 
contact rating of 74 watts if the line is 
‘properly terminated; the capacitance 
between open contacts is approximately 
1рЕ; the coil voltage is 6, 12, 24 or 50V 
D.c., with a coil consumption of 1 watt, 
and the sockets are Telcon 58C. 

The coaxial relay weighs 5407, and 
measures 2tin’ x liin. x lí£in. 


Londex Limited, 
Anerley Works, 
207 Anerley Road, 
London, $.Е.20. 


Hymatic 3,0001b sq.in. Compressor 
(Illustrated centre) 


EE Ministry of Supply recently gave 
type approval to the Hymatic 3,000lb 
Sq.in. compressor. 

The compressor provides a free air 
delivery of 1.5cu.ft per minute at 1,500 
R.P.M., under normally aspirated condi- 


tions, when delivering against a pressure 
of 3,0001 зат. It weighs only 1016, 
and has overall dimensions of 7in. by 
6in. by 8in. 

Although designed primarily for the 
operation of ancillary services in air- 
craft, this new compressor, the first fully 
developed and approved unit of such 
compact proportions and light weight, 
opens. up new possibilities for the appli- 
cation of compressed air. 


Hymatic Engineering Co., td., 
6-10 Whitfield Street, 
London, W.1. 


K.L.G. Sealed Termination for Coaxial 
Cables 


| Ge connexion with the development of 
aluminium sheathed high frequency 
coaxial cables designed initially for 
television antenne feeders, the Tele- 
graph Construction and Maintenance 
Company approached K.L.G. Sparking 
Plugs, Ltd., manufacturers of “ Corun- 
dite” terminal seals, to inquire whether 
the manufacturing technique developed 
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for the 
could be adapted to provide a pressure 
tight termination for the coaxial type 
cable. 

The termination which had been used 


“Corundite” sealed terminals 


previously on other cables depended 
upon synthetic rubber rings for sealing. 
Since the new cable with its helical poly- 
thene spacer was to be designed for 
pressurizing up to 1001 sq.in., such a 
type of termination was thought to be 
unsuitable on account not only of the 
pressures involved, but also of the 
requirement that the cable should be 
able. to withstand tropical conditions. 

The type of termination which was 
developed by K.L.G. is shown in the 
above illustration. The steel body can 
be fixed to the cable sheath and sealed 
mechanically; it carries the union and 
Schrader valve through which the gas 
used for pressurizing is passed, and is 
designed to retain mechanically and to 
seal the “Corundite” insulator. The 
central conductor of the cable passes 
through the insulator and top cap 
through which it is mechanically secured 
and soldered; the top cap is designed to 
be used with a spade terminal if 
required. 


K.L.G. Sparking Plugs, Ltd., 
Putney Vale, 
London, S.W.15. 


R.C.A. 21ш. Rectangular Metal 
Cathode-Ray Tube 


THE 21АР4 is a new, short, directly 
viewed, rectangular picture tube of 
the metal-shell type for use in tele- 
vision receivers. It has a picture size 
of 18iin. 134% with slightly curved 
sides and rounded corners. 

Its design incorporates white fluores- 
cent screen on a faceplate made of 
frosted Filterglass to prevent reflexion of 
bright objects in the room and to pro- 
vide increased picture contrast. Employ- 
ing magnetic focus and magnetic de- 
flexion, the 21AP4 has a maximum high- 
voltage rating of 18,000V; an ion-trap 
gun for use with an external single-field 
magnet for eliminating ion-spot blemish; 
a diagonal-deflexion .angle of 70°; a 
horizontal-deflexion angle of 66°; a neck 
length of 7 #іп.; and substantially less 
weight than a similar all-glass tube. 


R.C.A. Photophone, Ltd., 
36 Woodstock Grove, 
London, W.12. 


ELECTRONIC ENGINEERING 


Radio, Television and Society 


By Charles А. Siepmann. 410 pp. Oxford 
University Press. 1950. Price 28s. 6d. 

HE author of this book has devoted 

profound thought to the effects of 
sound broadcasting on the lives and 
habits of listeners everywhere and has 
previewed the possible effects of televi- 
sion, the extent of which no man can 
yet predict. 

But the author has attempted much 
more than this. In his comparisons 
between the free-enterprise system of 
American and the socialist system of 
British broadcasting, he has raised argu- 
ments that will provoke the liveliest dis- 
cussion throughout the English-speaking 
world. 

Many will wonder how it has trans- 
pired that broadcasting in America, 
which in its years of infancy pursued a 
non-profit-making public-service policy, 
is now so highly commercialized, whereas 
in Britain it began as a business venture 
but is now a public service. This is the 
-kind of problem Mr. Siepmann has set 
out to solve. 

Again, many readers will raise their 
eyebrows when they learn that the intro- 
duction of sponsored programmes 
brought forth initial . protests from 
American listeners at least as strong as 
those which have precluded radio 
advertising in Britain. Others will find 
satisfaction in the report of chaos that 
resulted from the unrestricted scramble 
for wavelengths which reached a frenzied 
climax in 1922, when an appeal went out 
for Government control. 

Those interested in the policy behind 
broadcasting may find it difficult to agree 
with the author that B.B.C. policy is to 
educate its listeners to Third Programme 
standards until these become their pre- 
ference. But Mr. Ѕіертапп has chosen 
his references carefully, and knows his 
subject. Nevertheless, a few hours of 
listening to the Light Programme on 
Sundays might persuade him that wishful 
thinking and reality are sometimes miles 


apart. á 
Perhaps the greatest difference between 
American and British broadcasting 


systems to which our attention is drawn 
is the fact that the radio industry in 
America implies manufacture, overator 
and sponsor, with the sponsor calling the 
policy tune. 

The book makes it clear that the highly 
organized educational service in Britain 
has no counterpart in America. F.M. 
seems at first sight to offer a solution, 
but this is where the American system 
appears to КгеаК down; technical facili- 
ties are available, but rigorous adherence 
to the profit motive precludes develop- 
ment of policies which, though offering 
a service to the community, reap. по 
financial reward. . This does not imply 
tardiness in Ем. development, since 
according to the author, authorized F.M. 
and A.M. stations are in the ratio of 
roughly 2:5. Mr. Siepmann carefully 
points out, however, that “ authorized 
licences” does not necessarily mean 
active service stations, and that the 
“transition from А.М. to Е.М. drags halt- 
ingly along.” 

The author is somewhat at sea when 
he refers to frequencies available for 
British broadcasting. He says that only 
two wavelengths are available. and that 
with these, effective coverage is secured 
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BOOK REVIEWS 


for 95 per cent of the total population. 
There are, in fact, seven wavelengths 
listed in the current Radio Times for the 
Home service alone. Presumably Mr. 
Siepmann means wavebands. 

The scope of this book is far too com- 
prehensive to be given justice in a short 
review. Intellectual in its conception it 
bears the stamp of an author well quali- 


fied for his task. The style is distinctly . 


English and could have been simpler in 
places. Here is an example. “Тһе bane, 
indeed, of educational broadcasting is its 
imitativeness and the dearth of imagina- 
tive- exploration of new and original 
technique of interesting presentation." 
These are hardly “plain words" But 
such literary excursions are few and far 
between. In general, no praise is too 
high for a book that sets out to uphold 
democratic inciples in broadcasting 
policy, that fearlessly exposes defects in 
the profit-making motive, and that pays 
tribute to the efficiency of British broad- 
casting engineering. 

It is a book that all concerned with 
radio should read, irrespective of their 
sphere of interest, 


J. УУ. СООЕВЕҮ 


Radio and Television Receiver 
Circuitry and Operation 

By Alfred A. Ghirardi and J. Richard Johnson. 
670 pp. Rinehart Books Inc., New York. May, 
1951. Price $6.50. 

HIS is another book of the “ Read 

all about Radio Engineering" type. 
It covers an enormous range, and it is 
therefore inevitable that the treatment of 
particular items is brief and sometimes 
poor. 

Chapters 1 and 2 deal with amplitude 
and frequency modulation respectively 
and show the basic differences. These 
chapters are the only ones which deal 
primarily with fundamentals. There are 
many drawings showing the effect upon 
an unmodulated carrier of amplitude or 
frequency modulation, depth of modu- 
lation and the generation of sidebands. 
Television broadcasting (listed аз 
“Transcient Visual Images”) is in- 
cluded and the wider range of sidebands 
mentioned. The merits of Е.м. from a 
noise and signal interference point of 
view are also discussed. However, in the 
comparison between А.М. and ЕМ. the 
writers stress the importance of com- 
paring inherent advantages, and not those 
such as pre-emphasis, V.H.F. broadcast- 
ing and wide bandwidth, which can be 
applied to any system. 

Chapter 3 deals fairly completely with 
В.Е. amplifiers and T.R.F. receivers. Like 
the rest of the book it deals primarily 
with how things “аге” rather than 
“why”, and such things as “ Losser ” 
resistors and * Gimmick” loops are 
described—these are presumably two of 
the “ wrinkles" mentioned on the loose 
cover. Frequency response curves of 
various L.c. combinations are shown, and 
the circuits of-a number of commercial 
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receivers described. Following_ mention 
of the limitations of T.R.F. receivers, A.M. 
Superhet receivers are described іп 
Chapter 4. АНег showing the principle 
of frequency conversion, and the advan- 
tage of the Superhet, various frequency 
changer circuits are described. Aerial 
circuits are again discussed, and points 
left out of Chapter 3,. such as frame 
aerials, are included. Coupled circuits 
are discussed once again and curves 
shown in the section on тЕ. amplifiers. 
They are also covered in a later chapter 
on LF. amplifiers in F.M. receivers. This 
sort of overlapping occurs quite fre- 
quently in the book. 

A.M. Detectors and А.У.С. systems 
follow in Chapter 5, and after discuss- 
ing their function, various commercial 
circuits are shown in detail. Tuning 
indicators of the: meter and Magic Eye 
type are also described. J 

Chapter 6 is about Р.М. receivers, and 
after showing typical tuners, wideband 
LF. amplifiers, limiters, demodulators and 
tuning indicators are described. Several 
circuit diagrams of modern commercial 
Р.М. receivers are shown. This is a good 
chapter for those who wish to know the 
practice of F.M. Д 

Chapter 7 is a very ѕсгарру опе in 
which push-button tuning and A.F.C. 
systems are lumped together and very 
briefly described. | 

A.F. amplifiers and such things as 
volume and tone controls and negative 
feedback arrangements are briefly dis- 
cussed in Chapter 8, while loudspeakers 
of various types are shown and described 
in Chapter 9. _ 4 

Chapter 10 is an interesting one оп 
power supply systems, and is much more 
complete and instructive than some of 
the others. The operation of rectifiers is 
described and the half wave, full wave 
and voltage doubling system shown. 
Mains/battery, vibrator and windmill 
types are also covered. | As in other 
chapters typical commercial circuits are 
shown to illustrate modern practice. 

Chapter 11 is the largest in the book 
and is about television principles and re- 
ceivers. The authors make a brave attempt 
to. cover- this in approximately 100 pages, 
and even include colour systems. It is 
difficult to see how they copld do better 
in the space, and the chapter gives a good 
general guide to American practice. 

Aerial systems, mainly television, are 
illustrated and described in Chapter 12. 
Many types are shown, and one cannot 
help wondering if some of the contrap- 
tions ever have been erected. and if so, 
how jong they stayed erected. As they 
should cover the band from 54Mc/s to 
216Mc/s and give an even pick-up from 
all horizontal directions, of horizontally 
polarized waves, it is not surprising that 
considerable research has gone into them, 
and many are very complicated indeed. 
To obtain horizontal directivity for inter- 
ference reduction and yet be able to pick 
up signals from any desired direction, 
the aerial system must te switched ог 
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rotated. A typical " Rotator " is described 
and illustrated. 

Recording and record playing equip- 
ment and circuits are described fairly 
thoroughly in Chapters 13, 14 and 15. 
Many modern changers, including slow 
speed ones, are illustrated. 

Chapter 16 is a poor one about 
mechanical construction of receivers. 
The type of reader who would read this 
book 15 hardly likely to gain much from 
such photographs as the one of a blank 
chassis used in а midget a.c./D.c. 
receiver (Fig. 16-14), or the photographs 
and drawings of cabinets. 

The Preface and loose cover imply that 
the book is written for courses in tech- 
nical schools, the Armed Forces and 
home study. This reviewer thinks it is 
much better for students to learn funda- 
mental facts about circuits and avoid the 
danger of considering. say, aerial, 
А.М. I.F., Е.М. I.F., and television tuned cir- 
cuits as being quite different, as this book 
tends to do. For this reason there is 
considerable repetition and overlapping in 
the book. The book is claimed to be 
non-mathematical, and is nearly so. 
When figures are used they often make 
things more difficult rather than help, as 
mathematics surely should. One example 
is on Page 150 where oscillator tracking 
is “explained”. To show why different 
L.c. values are needed for aerial and 
oscillator circuits an example is given of 
the MW band. Instead of explaining 
values in terms of the ratio of the extreme 
frequencies covered by each circuit, the 
writers become involved in the kc/s 
covered as a percentage of the lowest 
frequency of each unit. They then say 
that thé mixer frequency shift ratio is 
almost twice that of the oscillator (it is 
actually about 3:2) and that for this 
reason a smaller coil and tuning capa- 
citor must be used. Actually, of course, 
it is only the square root of the effective 
ratio of the extremcs of capacitance of 
the tuning capacitor plus strays which 
determines the ratio of the extreme fre- 
quencies. The section also contains such 
loose and misleading statements as “ If 
the coil is slug tuned, a slug adjustment 
may take the place of the padder capa- 
titor" and ^" . padder (capacitor) 
adjustment effectively adjusts the induct- 
ance in the unit " 

The book is, however, very readable 
and for this reason may appeal to many 
people who would like to know more 
about radio, but who do not like serious 
study. 


C. H. BANTHORPE 


Sound Film Projection 


By F. W. Campbell, T. A. Law, L. F. Morris 
and А. Т. Sinclair. Edited by E. Molloy. 4th 
Edition, revised and enlarged. 330 pp. + 8 рр. 
index. 228 illus. Geo. Newnes Limited. 1951. 
Price 30s. 

Y the time a book of this character 

has reached four substantial editions 
in six years it may well be considered to 
have reached the status of a standard 
text-book on the subject. On the other 
hand rapid developments in the whole 
field of projection of pictures with sound 
for public entertainment and instruction 
obviously necessitate continual revision. 
The Editor would appear to have been 
particularly fortunate in his choice of 
four contributors for this subject since 
each is drawn from one of the major 
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companies providing equipment of the 
type described in the book. 

Those engaged in the motion-picture 
projection industry will be well advised 
to study the entirely new section which 
has been added in this latest edition deal- 
ing with the problems of television pro- 
jection equipment, which is by no means 
abstruse, on the contrary, it is eminently 
practical. Although necessarily short, the 
section, illustrated with diagrams and 
with photographs well up to the standard 
of the rest of the book, deals very 
adequately with this new development. 

Apart from its use as а general 
reference book this volume should cer- 
tainly be in the hands of all newcomers 
to the industry.as a necessary adjunct to 
their proper training. 


$. №. BOWLER 


The Waveguide Handbook 


Edited by М. Marcuvitz. 428 pp. Ist Edition. 
evum TEN Publishing Company. 1951. Price 
s. 


HIS is one of the last of the Radia- 

tion Laboratory Series written by the 
war-time staff of the Massachusetts 
Institute of Technology and, like the other 
volumes of the series, it is a worthy addi- 
tion to the literature on microwaves. 
Its object is to make available the results 
of the enormous amount of theoretical 
work done by Professor Schwinger and 
his collcagues, of whom the editor of this 
book was one. It is all the more wel- 
come because much of the information 
it contains has until now been available 
only in classified reports. 

The fundamental theme of the book is 
that the problems encountered in micro- 
waves can be reduced to equivalent 
circuits which can then be analysed by 
well-known methods. А normal wave- 
guide, for example. is analogous to a con- 
ventional transmission line апа this 
analogv is the subiect of the first two 
chapters. The description of the fields 
within the guides is not ignored. how- 
ever. and numerical tables and field plots 
provide all the information likcly to be 
required. 

The ful! value of the equivalent circuit 
representation becomes apoarent in the 
third chapter when the subject of wave- 
guide discontinuities is introduced. The 
exact solution of such problems would 
entail the specification of the electro- 
magnetic field at all points in the guide— 
such a detailed description is of little 
value to the engineer and the advantage 
of the equivalent circuit representation is 
that the essential properties of the dis- 
continuity can be specified bv a small 
number of parameters, usually in the 
form of reactances. There is a section on 
the methods bv which these parameters 
may be deduced from the measurements 
of standing-waves (the actual measure- 
ment techniques are not discussed as they 
form the subiect of another volume of 
the series),.and it is followed by a descrip- 
tion of the ways of calculating the para- 
meter. These two sections are particu- 
larly valuable and could well be 
expanded in the next edition. 

The remainder of the book is devotcd 
to numerical results on a variety of junc- 
tions. irises, bends, and similar wave- 
guide components. In each case, a 
diagram of the equivalent circuit is 
followed by analytical expressions for 
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CHAPMAN & HALL 


FUNDAMENTALS OF 
AUTOMATIC 


CONTROL 


by 
G. H. Farrington 
B.SC., А.С.С.1. 
300 pages 169 figures 30s. net 


Primarily intended for those 
interested in any of the appli- 
cations of automatic control, 
the book gives a general survey 
of the wide field which such 
applications may involve. 


REPORT 
WRITING 


by 
Carl G. Gaum 

Harold F. Graves 
| Lyne S. S. Hoffman 
| 384 pages 18 figures 35s. net 
For all whose work involves 
the preparation of clear and 
accurate reports, this book 
will prove a most valuable 

guide. 


37 ESSEX STREET, LONDON, W.C.2. 


Just Published 


The latest 
** Electronic Engineering” 
monograph 


RESISTANCE 
STRAIN GAUCES 


By J. Yarnell, B.Sc., A.Inst.P. 
Price 12/6 


This book deals in a practical manner 
with the construction and application 
of resistance gauges and with the 
most commonly used circuits and 
apparatus. The strain-gauge rosette, 
which is finding ever wider applica- 
tion, is treated comprehensively, 
and is introduced by a short expos- 
ition of the theory of stress and strain 
in a surface, 


Order your copy through 
your bookseller or direct from 


Electronic Engineering 


28 ESSEX STREET, STRAND, 
LONDON, W.C.2., 
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BOOK REVIEWS (Continued) 


the circuit components. A brief descrip- 
tion of the method by which thesc expres- 
sions were obtained is accompanied by a 
statement of the conditions under which 
they are valid. | Numerical results are 
presented either in the form of tables or 
as curves, which have been prepared with 
great care and can be read with the 
greatest of ease. Where the theory is in- 
complete, it is supplemented by experi- 
mental results. The reviewer has been 
unable to examine all these results in 
detail, but the ones which have been 
inspected have .been found to cover all 
the ranges of guide signs and wavelengths 


in common use. This book is essen- 
tially one for reference and will un- 
doubtedly be in constant use in any 


laboratory where microwave work is in 
progress. Naturally there are some omis- 
sions, but it would be churlish to com- 
plain of these when such a wealth of 
information is presented. Тһе only 
major criticism is that there is a lack of 
references, but the editor has promised 
to rectify this in a subsequent edition. 


J. BROWN 


Pianos, Pianists and Sonics 


By G. A. Briggs. 192 pp. Chapman & Hall 
Ltd. 1951. Price 215. 

R. BRIGGS scored an immediate hit 

with his previous books on sound 
reproduction and allied subjects. This 
latest venture is somewhat more hetcro- 
geneous in texture, but there is a core of 
considerable technical interest. 

A neat summary of the history and 
construction of the piano leads to several 
sections dealing with touch and tone. 
harmonic analysis, room acoustics and 
. sundry forms of vibration. These repre- 
sent much painstaking work on the part 
of the author, and to many, these features 
will be well worth the price of the book. 
No attempt is made to place many of the 
author's observations on too academic a 
footing, as indeed must follow when so 
large a part of the subject matter properly 
lies in the sphere of art, and, conse- 
quently. personal assessment. 

At the foot of page 89, a suggestion is 
put forward for obtaining harpsicord-like 
tones from a piano. For a number of 
years, when the John Compton Organ 
Co. provided a grand piano playable from 
the console of their theatre organs, an 
electro-mechanical device laid a very light 
chain across the strings when required, 
thus simulating the effect Mr. Briggs 
mentions. 

Perhaps it would be regarded as too 
technical to explain how the starting 
transients and accompanying noise range 
are generated; nevertheless these can be 
seen in some of the photographs and con- 
tribute appreciably to the fidelity of 
piano tone. A more comprehensive 
bibliography would help here. The 
author is a little unkind to the more 
advanced American makers now using 
cast aluminium frames; this reviewer has 
heard first-class pianos using these 
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methods as well as plastic keys and all- 
metal action, and could not agree there 
was any degradation of tonc; but it is 
recognized that tonal standards are 
entirely a matter of personal taste. 

Whether thc technical reader is in- 
terested in the fact that thc author has 
consumed 40 pianos in his lifetime, or in 
how seven concert pianists attained their 
present status, is a  moot point; it 
certainly lends variety to this book, which 
can be recommended to all interested in 
how a piano is made the way it is, and 
why. 

ALAN DOUGLAS 


Audio Handbook No. 1—Amplifiers 


By N. H. Crowhurst, A.M.LE.E. 64 pps. 38 


figures. Norman Price (Publishers), Ltd. 1951. 
Price 3s. 6d. 
HIS book is neither a theoretical 


treatise on the design of amplifiers, 
nor yet a constructional manual. It is in 
fact intended as a guide to "trouble 
shooting" for the constructor who has 
built an amplifier and then finds that it 
does not work properly. To this end a 
trouble tracing guide has been included 
which refers the reader to the appropriate 
chapter in the book. 

In the various chapters the most com- 
mon causes of trouble (e.g. distortion, 
instability, hum, intermodulation. etc.). 
are dealt with in some detail, and 
sufficient basic theory is given to enable 
the constructor to locate the trouble and 
to apply an intelligent remedy. 


Fifty Years of British Standards 


103 pp. British Standards 
1951. Price 10s. 6d. 

HIS attractive volume contains a most 

interesting record of the British Stan- 
dards movement since its origin in 1901. 
Tt was then known as the Engineering 
Standards Committee. [ts development is 
traced through the foundation of the 
British Standards Institution, the part 
played by Standards in two world wars, its 
expansion and influence abroad up to the 
present day. 

The book pays tribute to some of the 
brilliant figures in industry, science and 
the arts who have helped to build the 
movement during its half-century of 
existence. А valuable chapter on the 
relationship between standardization and 
research is also included. 

The reviewer considers that the book 
fulfils its purpose—to publicize the work 
of the Institution and its value in this 
industria] age—in a pleasant and very 
readable manner. 


Institution. August, 


Modern Valve Comparison Manual 
Compiled by B. B. Babani. 64 pp. 
(Publishers) Ltd. 1951. Price 3s. 

HIS small book is No. 98 of Bernards 

Radio Manuals, and has been issued 
owing to the great increase in the number 
of new valves produced by British and 
American manufacturers during the last 
few years. 


Bernards 
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The book is in three parts: part | is 
an index of British and American valves 
having direct equivalents; part 2 is a 
сотр:еіе equivalents list of British and 
American types, and part 3 is an exten- 
sive list of British and American Navy, 
Army, Air Force and С.У. types with 
their commercial equivalents. 


Osram Valve Manual—Part I 


255 pps. April, 1951. The General Electric Co. 
Ltd. Price 5s. 

HE full operating data and charac- 

teristic curves for the Osram and 
G.E.C. range of receiving valves, 
cathode-ray tubes, photo-electric cells, 
Geiger-Muller tubes, regulator tubes and 
crystal valves are given. Typical circuit 
diagrams for various types of audio 
amplifiers and R.F.. units are also 
included. 

Data on transmitting and larger indus- 
trial valves will be given in Part II of the 
Osram Valve Manual which will be 
published shortly. 


A Comprehensive Radio Valve 
Guide 


y W. J. May. 52 pp. Bernards (Publishers) Ltd. 
Disi. Price 5s. 
TES valve guide gives details of {һе 

base connexions and “ typical operat- 
ing conditions” of over 200 valves, 
which include most of the English. and 
American receiving valves, C.R.T.s and 
voltage and current stabilizers at present 
in use. It thus provides a handy 
reference guide, although thc informa- 
tion is not, of course, sufficient for design 
purposes. 


The Radio Handbook 


Edited by R. L. Dawley. 736 pp. um Edition. 
Editors and Engineers, U.S.A. 1951. Price 
$6.50. 

HE thirteenth edition of this hand- 

book resembles very closely the pre- 
vious editions. It has, however, been 
revised and new sections have been added 
to cover modern developments. The 
method of presentation is very similar to 
that of the Radio Amateur's Handbook. 

Approximately two-thirds of the book 
is devoted to basic theory, while the 
remainder consists of constructional 
details of various pieces of equipment, 
such as transmitters and modulators. 
Although a very large amount of ground 
is covered there is not sufficient detail 
on any subject for it to be of use to the 
serious student or designer. 


“ Wireless World” Diary 1952 


80 pp. reference material. Diary pages of a week 
to an opening. Ше and Sons Ltd. October, 1951. 
Price 65. 12d. (Morocco leather) or 45. 344. 


(Rexine). 
i е 80 pages of reference material 
contains general information апа 


addresses of radio organizations in the 
United Kingdom and abroad, design 
data and technical information in every 
day use. 

The section on technical data includes 
formulae ranging from Ohm's Law to 
Р.А. power requirements, abacs for the 
graphical estimation of data such as coil 
windings and circuit constants; circuit 
diagrams varying from simple detector 


circuits to a a 90Mc/s convertor, and 
details of television and F.M. aerials. 
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NOTES 


Inter-Commonwealth Post-Graduate 
Scholarships in Science. The Royal 
Society Empire Scientific Conference 
and the British Commonwealth Scien- 
tific Official Conference in 1946 recom- 
mended the preparation of a list of 
post-graduate scholarships available for 
scientific study within the Common- 
wealth. The task of compiling the list 
was assigned to the British Common- 
wealth of Nations Scientific Liaison 
Offices in London. 

When B.C.S.O. (London) opened т 
1948 consideration was given to imple- 
mentation of the | recommendation. 
Thanks to the generous co-operation of 
universities, institutions and Govern- 
ment departments throughout the 
Commonwealth the publication “ Inter- 
Commonwealth Post-graduate Scholar- 
ships in Science” has now been 
completed. 

Since the main objective of the list 
is to encourage the movement of 
scientists within the Commonwealth, 
only those awards open to members of 
at least one Commonwealth country or 
Colony, other than the awarding one, has 
been included. 

The entries are set out in tabular 
form showing, in addition to the names 
of the scholarships and the agencies 
awarding them, details of the fields of 
study, where tenable, duration and 
value, closing dates for applications and 
the addresses to which these should be 
sent. There are more than 350 separate 
entries in the list: many of these cover 
a number of scholarships so that the 
total number of available awards is much 
greater. The list is therefore a valuable 
work of reference for students and 
educational authorities. 

It is published on behalf of В.С.$.0. 
(London) by His Majesty's Stationery 
Office, price 5s. 


A Commemorative Plaque to John 
Logie Baird was recently erected by the 
L.C.C. on the front of 22 Frith Street, 
Soho. The plaque is circular in shape 
and the inscription reads: “London 
County Council. In 1926 in this house 
John Logie Baird, 1888-1946, first 
demonstrated television.” 

Baird was born in Scotland and was 
educated at the Royal Technical College. 
Glasgow. He came south to Hastings, 
where a house in Queen's Avenue bears 
a plaque recording the experiments in 
television which he conducted there in 
1924. The beginning of 1926 found the 
inventor in an attic laboratory in Frith 
Street over the rooms of a Mr. Cross, 
owner of Cross’s Pictures, Ltd. Cn 
Tuesday, January 26 of that year he 
carried out the world's first demonsira- 
tion of television before an audience 
consisting of some 40 members of the 
Royal Institution.. The image was 
transmitted from one room to another. 
The apparatus which Baird used is now 
in the Science Museum. 
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The Electrical Industries Benevolent 
Association’s Annual Ball will be held 
on Friday, December 7, at the Midland 
Hotel, Manchester, from 7.15 p.m. to 
1 a.m. (dinner at 8 p.m). Applications 
for tickets, price £2 Ss. each, should be 
made to Mr. Claude Brookes, Salford 
Electrical Instruments, Ltd., Peel Works, 
Silk Street, Salford 3. 


The Television  Society's Annual 
Exhibition for 1951 will be held on 
December 28-29 in the basement of 
Century House, Shaftesbury Avenue, 
London, W.C.2, by kind invitation of 
Mullard, Ltd. The exhibition will be 
open on December 28 for members and 
their friends from 6 p.m. to 9.30 p.m. 
On December 29, it will be open to the 
public by invitation ticket from 10.30 
a.m. to 9 p.m. Light refreshments will 
be available. 


The Kelvin Gold Medal for 1950 has 
been awarded to Dr. Theodore von 
Karman, F.R.S., Professor of  Aero- 
nautics and Director of the Guggenheim 
Aeronautical Laboratory of the Cali- 
fornia Institute of Technology, т 
recognition of the eminent services he 
has rendered to engineering science in 
those branches of engineering work with 
which Lord Kelvin was especially identi- 
fied, and to commemorate which this 
medal was instituted. 


Director General of Electronics Pro- 
duction.—Mr. М. C. Robertson, M.B.E., 
F.R.S,  ALEE, deputy managing 
director of E. К. Cole, Ltd., recently 
accepted the position of Director General 
of Electronics Production. This posi- 
tion makes him responsible for the 
production of all radio, radar, tele- 
communication and electronic equip- 
ment for the Ministry of Supply. 


BINDING OF VOLUMES 


Arrangements have now been made for a 
binding service starting with the 1951 volume 
at an inclusive charge of £1. 

Copies will be bound, complete with index and 

with advertising pages removed, in а good 

quality red cloth covered case blocked in 
gold on the spine. 

Home and Overseas readers who wish to 

have their copies bound are asked to comply 

with the following instructions :— 

(1) Те the twelve issues (January to 
December, 1951) securely together before 
parcelling. 

(2) Enclose a remittance for £1 and a gummed 
label bearing the sender's name and 
address, 

(3) Enclose tbe copies, remittance and label 
іп a closed parcel and address to :— 

The Circulation Dept. (E.E. Binding), 
28, Essex Street, 
Strand, London, W.C.2. 
(No other correspondence is necessary) 


* * * * 


The following are also available from our 

Circulation Dept. :— 

A limited number of Bound Volumes for 
1951. Price two guineas. post free. 

Binding Cases for the 1951 volume. 
Ss.. postage 64. 

The Index for Volume XXIII (1951), Нее. 

" Easibind " Cases for binding current 
issues, or complete volumes. Price 
12s. 6d., postage 64. 


Price 
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FROM THE INDUSTRY 


The British Institution of Radio 
Engineers has been honoured by His 
Royal Highness the Duke of Edinburgh. 
K.G., F.R.S., accepting Honorary Mem- 
bership of the Institution. 

Mr. Clifford, the secretary of the Brit. 
LR.E. has been visiting India during 
November in order to establish sections 
of the Institution to operate under an 
Indian Advisory Committee. It is 
planned to hold a Convention of Indian 
members in Bombay in February, 1952 
for the presentation of local and other 
papers intended to show the develop- 
ment and applications of radio and 
electronic engineering in India in both 
the communications and industria] fields. 


British Electronic Industries, of 28 
Upper Richmond Road, London S.W.15, 
announces that the business formerly 
carried on under this name has been 
changed, and is now known as Allied 
Electronics, Ltd. 


B.B.C. Engineering Information 
Department Appointment. Mr. Р. E. 
F. A. West of the B.B.C. Engineering 
Information Department has recently 
been appointed Assistant to the Chief 
Engineer, and Mr. M. G. Foster has 
taken over his previous post. 


New Managing Director of E.M.L 


Research Laboratories, Ltd. The 
appointment of Mr. G. E. Condliffe, 
O.B.E., B.Sc, M.LE.E., as managing 


director of E.M.1. Research Laboratories, 
Ltd., was announced recently. 


High Definition Films, Ltd. A com- 
pany called High Definition Films, Ltd., 
has recently been formed for the develop- 
ment of the use of electronic film 
cameras. The directors of the company 
are as follows: Mr. Norman Collins, 
Viscount Duncannon, Mr. Т. С. 
Macnamara, Mr. A. D. Peters, Sir Robert 
Renwick, Bart, K.B.E, and Mr. С. О. 
Stanley, C.B.E. 


An Electronic Digital Computor. We 
regret that an error occurred on page 
341 of the September, 1951 issue in the 
circuit of Fig. 8. The grid of VII should 
be connected through rectifiers to 
cathodes No. 0, 1, 7 and 8 of the 
scaling tube, and not to No. 0, 1, 8 and 
9 as shown. 

Since the article was prepared, 2 
twelve cathode scaling tube, Ericsson 
Type GS12A has superseded the GS11A 
and is now used т the translator 
circuit. The ten cathode tube used 
throughout for numerical storage is still 
Ericsson Type GCIOA. 


Errata. We regret that an error 
occurred on page 435 of the November 
issue. In the caption marked (Top left) 
the main transmitter power should read 
45kW not 13/88kW. In the October 
issue оп page 409, the price of “ Frac- 
tional Horse Power Motors” was given 
as 52s. It should have been 30s. 
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MEETINGS THIS 


THE BRITISH INSTITUTION OF 
RADIO ENGINEERS 


London Section 
Date: December 13. Time: 6.30 p.m. 
Held at: London School of Hygiene and Tropical 
Medicine. Keppel Street, London, W.C.1. 
Lecture: Electronic Analogues of Physiological 
Processes. 
Ву: W. Grey Walter, M.A., Sc.D. and Н. W. 
Shipton, A.M.Brit.I.R.E. 


Scottish Section 


Date: December 6. Time: 7 p.m. 

Held at: Institution of Engineers and Shipbuilders, 
Glasgow. 

Lecture: Automatic Precision Temperature Re- 
corders incorporating the Electronic Potentio- 
meter. 


By: С. Н. Offord. 
T и Merseyside Section 
Date: December 6. 


Time: 7 p.m. 
Held at: Electricity Service Centre, Whitechapel, 
Liverpool. 
Lecture: Multi-Station  V.H.F. Communication 


Systems using Frequency Modulation. 
By: W. P. Cole. B.Sc. and E. С. Нашег, B.Sc., 
A.M.Brit.I.R.E. 
North Eastern Section 
Date: December 12. Time: PI, 
Held at: Neville Hall, Newcastle-on-Tyne. 
North Eas:ern Television Convention. 
South Midlands Section 
Date: December 12. Time: 7.15 p.m. 
Held at: Corporation Strect Civic Restaurant, 
Coventry. 
Lecture: Improvements in and relating to Loud- 
speaker Design. 
Ву: В. T. Lakin, A.M.Brit.I.R.E. 
West Midlands Section 
Date: December 18. Time: 7 p.m. 
Held at: Wolverhamp:on and Staffordshire Tech- 
nical College. 
Lecture: Design and Application of Industrial 
H.F. Heaters. 
Ву: Е. W. Budge. 


BRITISH SOUND RECORDING 
ASSOCIATION 


London Meeting 
Date: December 2l. Time: 7 
Held at: Royal Society of Arts, 
Street, London, W.C.2. 
Members Night; Short papers on "'Hot Stylus 
Technique," ‘‘Pick-up Tracking Errors," etc., 
followed by discussions. 
Portsmonth Centre 
Date: December 20. Time: 7 p.m. 
Lecture: Building High Fidelity Amplifiers. 
By: S. Goodsell. 


THE INSTITUTE OF NAVIGATION 

Date: December 21. Time: 5 p.m. 

Held at: The Royal Geographical Society, 1 Ken- 
sington Gore, London, S.W.7. 

Lecture: Meteorology and Navigation. 

By: Lt. Commander P. G. Satow, D.S.C., R.N. 


THE INSTITUTE OF PHYSICS 


Electronics Group 

Date: December 11. Time: 5.30 p.m. 

Held at: The Institute's House, 47 Belgrave 
Square, London, S.W.]. 

Lecture: Recent Research in Electron and Par- 
ticle Excited Luminescence and its Practical 
Significance. 

By: Dr. G. F. J. Garlick, F.Inst.P. 

London and Home Counties Branch 

Date: December 12. Time: 5.30 p.m 

Held at: The Royal Institution, London. 

Lecture: The Early Days of Radar. 

ic it Robert Watson-Watt, C.B., F.Inst.P., 


ок. Аааа 


North Eastern Branch 
Date: December 6. Time: 6.15 p.m. 
Held at: King’s College, Newcastle-on-Tyne. 
Lecture: Forty Years in Industrial Research. 
By: Dr. B. P. Dudding, M.B.E., F Inst.P. 

Scottish Branch 

Date: December 11. Time: 7 p.m. 
Held at: The University, Glasgow. 
Lecture: Using an Automatic Calculating Machine. 
By: Professor D. В. Hartree, F.Inst.P., F.R.S. 
Date: December 12. Time: 7 p.m. 
Held at: The University, Edinburgh. 
Lecture: As in Glasgow. 
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INSTITUTION OF ELECTRICAL 
ENGINEERS 


Unless otherwise stated. all London meetings will 
be held at the Institution, Savoy Place, London, 
W.C.2, at 5.30 p.m. 


Radio Section 


Date: December 5. 

Lecture: An Investigation into the Mechanism of 
Magnetic-Tape Recording. 

By: P. E. Axon, O.B.E., M.Sc. 

Date: December 17. 

Informal Lecture: What Practical 
Communication Engineers expect 
Modern Information Theory ? 

By: Е. С. Cherry, M.Sc.(Eng.). 


Measurements Section 


Date: December 6. 

Discussion on: The Servicing of Electrical Instru- 
ments in Large Industrial Undertakings. 

Opened by: A. J. Young. 

Date: December 11. 


Benefits can 
from (ће 


Lecture: A Graphical Analysis for Non-linear 
Systems. 
By: Miss Pei-Su Hsia, Ph.D., B.Sc. (To be read 


by Professor M. G. Say, Ph.D., M.Sc.) 
Lecture: A System of Utilizing Coarse and Fine 
Position Measuring Elements Simultaneously in 
R.P.C. Servo-Mechanisms. 
By: J. С. West, B.Sc. 


Education Discussion Circle 


Date; December 12. 

Discussion on: Activity Methods 
Education. 

Ву: В. О. Watts, B.Sc. 


Utilization Section 


Date: December 13. 

Lecture: The Characteristics and Control of 
Rectifier-Motor Variable Speed Drives. 

By: P. Bingley. 


in Technical 


Supply Section 


Date: December 19. 

Lecture: Inhibited Transformer Oil. 

By: W. В. Stoker, B.Sc.(Eng.) and C. М. Thomp- 
son, B.Sc. 

Lecture: The Stability of Oil in Transformers. 

By: P. W. L. Gossling. B.Sc. and L. Н. Welch, 
B.Sc.(Eng.). а 


District Мее:іпрѕ 


Date: December 3. Time: 7.30 pm. 

Held at: The Royal Hotel, Norwich. 

Lecture: А summary of two papers—‘‘Standardi- 
zation and Simplification in the Electrical In- 
dustry" by J. T. Moore, B.Sc. and “Ап 
Organization for Internal Standardization in a 
Large Manufacturing Company" by P. J. 
Daglish, B:Sc. 

By: P. J. Daglish, B.Sc. 


East Midland Centre 


Date: December 19. Time: 7.15 p.m 

Held at: De Montford Hall, Leicester. 

Faraday Lecture: Sound Recording—Home, Pro- 
fessional, Industrial and Scientific Applications. 

Ву: С. Е. Dutton, Ph.D., B.Sc.(Eng.). 


Cambridge Radio Group 


Date: December 4. Time: 8.15 p.m. 

Held at: The Cavendish Laboratory, Cambridge. 

Informal Lecture: What Practical Benefits can 
Communication Engineers expect from the 
Modern Information Theory ? 

By: E. C. Cherry, М.5с.(Епв.). 


Mersey and North Wales Centre 


Date: December 3. Time: 6.30 p m. 

Held at: The Liverpoo! Royal Institution, Col- 
quitt Street, Liverpool. 

Lecture: The  London-Birmingham Television- 
Cable System. 

By: T. Kilvington, B.Sc.(Eng.). 

North Eastern Radio and Measurements Group 

Date: December 3. Time: 6.15 p.m. 

Held at: King's College, Newcastle-on-Tyne. 


Lecture: The Life of Oxide Cathodes in Modern 
Receiving Valves. 


Ву: С. Н. Metson, M.C., Ph.D., M.Sc, S. 
Wagener. Dr.Phil., M. Е. Holmes, B.Sc. and 
M. R. Child. 

Date: December 17. Time: 6.15 p.m. 


Held at: King's Coliege, Newcastle-on-Tyne. 
Lecture: Summary of the papers read at the 

Conference on "'Electrica! Instrument Design.” 
By: G. E. Moore. 
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North Western Measurements Group 
Date: December 18. Time: 6.15 p.m. 


Held at: The Engineers’ Club, Albert Square, 
Manchester. э 
Lecture: Some Special Characteristics of Soft 


Magnetic Materials Used in Instrument Manu- 


facture. 
By: С. А. V. Sowter, Ph.D., B.Sc.(Eng.). 


North Lancashire Sub-Centre 


Date: December 12. Time: 7 p.m 
Held at: The North Western Electricity Board 
Demonstration. Theatre, Darwen Street, Black- 


burn. 

Lecture: Standardization and Simplification in the 
Electrical Industry. 

By: J. T. Moore, B.Sc. 


Scottish. Centre 


Date: December 11. Time: 7 p.m. ; 
Held at: The Institution of Engineers and Ship- 
builders, 39 Elmbank Crescent, Glasgow. 
Lecture: Nuclear Particle and Radiation Detectors. 
By: D. Taylor, M.Sc., Ph.D. and J. Sharpe, B.Sc. 


North East Scotland Sub-Centre 

Date: December 12. Time: 7.30 p.m. 

Held at: The Caledonian Hotel, Union Terrace, 
Aberdeen. 

Lecture: A Survey of Modern Methods of Pre- 
sentation of Instrument Readings and Record- 
ings. 

By: L. B. S. Golds. 

Date: December 13. Time: 7 p.m. 

Held at: The Royal Hotel, Union Street, Dundee. 

Lecture: As at Aberdeen. 


South Midland Centre 

Date: December 3. Time: 6 p.m. 

Held at: The James Watt Memorial Institute, 
Great Charles Street, Birmingham. 

Lecture: The Sutton Coldfield Television Broad- 
casting Station. 

By: Р. A. Т. Bevan, B.Sc. and Н. Page, M.Sc. 

Lecture: The Vision Transmitter for the Sutton 
Coldfield Television Station. 

By: E. A. Nind, B.Sc. and E. McP. Leyton. 

Date: December 18. 

Held at: The Town Hall, Birmingham. 

Faraday Lecture: Sound Recording—Home, Pro- 
fessional, Industrial and Scientific Applications. 

Ву: С. Е. Dutton, Ph.D., B.Sc.(Eng ). 


Western Centre 
Date: December 10. Time: 6 p,m, 
Held at: South Wales Institute of Engineers, Park 
Place, Cardiff. 
Lecture: The Life and Work of Oliver Heaviside. 
By: Professor G. H. Rawcliffe, M.A., D.Sc. 


THE INSTITUTION OF 
ELECTRONICS 


Southern Branch 


Date: December 5. Time: 6.30 p.m. 

Held at: University College, Southampton 

Lecture: Germanium Crystal Valves: 
Characteristics and Applications. 

By: B. R. Bettridge. 

Date: December 12. Time: 7 p.m. 

Held at: H.M.S. Phoenix, Stamshaw, Portsmouth 

Lecture: Ionization and Nuclear Bombardment. 

Ву: В. E. Ward, A.C.G.I., Wh.Sch. 


Their 


INSTITUTION OF POST OFFICE 


ENGINEERS 
Date: December 7. Time: 5 p.m. 
Held at: The LE.E., Savoy Place, London. 
W.C.2. 
Lecture: The Application of Machinery to the 


Sorting of Parcels. 
By: P. Е. C. Smith. B.Sc., A.M.LE.E. and Н. J. 
Langton, А.М.Г.Е.Е. 


RADIO SOCIETY OF GREAT 
BRITAIN 


Da'e: December 18. Time: 6.30 p.m. 

Held at: The Institution of Electrical Engineers, 
Savoy Place, W.C.2. 

Annual General Meeting. 


THE TELEVISION SOCIETY 


Date: December 6. 

Held ас The C.E.A., 164 Shaftesbury Avenue, 
London, W.C.2. 

Lecture: Television Receiver Design for British 
and European Systems—A Comparative Study 

By: B. R. Overton, B.Sc. 


Time: 7 p.m. 
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CLASSIFIED ANNOUNCEMENTS 


The charge for these advertisements at the LINE RATE (if under I” or 12 lines) їз: 


(The line averages seven words.) 
free of charge. 


Three lines or under 7/6, each additional line 2/6. 
Box number 2/- extra, except in the case of advertisements in ** Situations Wanted,” when it is added 
At the INCH RATE (if over |” or 12 lines) the charge is 30/- per inch, single column. Prospectuses and Company's 


Financial Reports £14 0s. 0d. per column. А remittance must accompany the advertisement. Replies to box numbers should be addressed 


to: " Electronic Engineering," 28, Essex Street, Strand, London, W.C.2. 


OFFICIAL APPOINTMENTS 


ADMIRALTY. Applications are invited from 
Enginecring, Electrical and Ship Draüghtsmen 
for temporary service in Admiralty Depart- 
ments at Bath. Candidates must be British 
subjects of 21 years of aye and upwards. who 
have had practical Workshop and Drawing 
Осе experience. — Sulary will be  assesscd 
according to age, qualifications and experience 
within the cange £320-£545 per annum. Appli- 
cations giving age and details of technical 
qualifications, apprenticeship (or equivalents) 
Workshop and Drawing Осе experience. 
should be sent to Admiralty (C.E.11, Room 88). 
Empire Hotel, Bath. Candidates required for 
interview will be advised within two weeks of 
receipt of application. W 137 


ADMIRALTY. Vacancies exist for Electrical 
and/or Mechanical Engineering Draughtsmen 
in Admiralty Research and Development Estab- 
lishments located in the vicinity of Weymouth, 
Portsmouth, Teddington (Middlesex) and Bal- 
dock, Herts. Draughtsmen experienced in light 
current, electro-mechanical, precision mechani- 
cal and electronic equipment are particularly 
needed. Candidates must be British subjects of 
21 years of age and upwards, who have had 
practical workshop experience (preferably an 
apprenticeship) together with Drawing Office 
experience. Appointments will be in an un- 
established Capacity, but opportunities imay 
occur for qualified staff to compete for estab- 
lished posts. The salaries offered depending on 
age, experience, ability and place of duty will 
be within the range £320-£560 p.a. Hostel -ac- 
Commodation is available at some Establish- 
ments. Applications, stating age and details of 
technical qualifications, apprenticeship (or 
equivalents) Workshop and Drawing Office ex- 
егієпсе, should be sent to Admiralty (C.E.11. 
oom 88) Empire Hotel, Bath, quoting 
DM/R.D. Original testimonials should not be 
forwarded with application. Candidates re- 
quired for interview (at London or Bath which- 
€ver is nearer) will be advised within two weeks 
of receipt of application W 2111 


ADMIRALTY. Temporary Assistant Overscers 
experienced in all electrical engineering tech- 
Diques are required for temporary service т 
the Overseeing service of the Electrical 
Engineering Department, Admiralty. Vacancies 
exist at London. Belfast, Birmingham, Birken- 
head, Barrow, Bishop Auckland, Hull, Leeds. 


Liverpool, Manchester, Newcastle and 
Sheffield. Candidates must be British subjects 
of 21 years of ape and upwards who have 


served an apprenticeship or 

practical workshop experience 
some technical qualifications. Salary will be 
assessed according to age, qualifications and 
experience on a range with a London maxi- 
mum of £675 p.a. For candidates of 30 years 
of age salary wil! normally be related directly to 
age, f.e., £570 p.a. (London) and for younger 
candidates will be approximately £20 p.a. less 
than the age 30 rate for each year of age they 
are under 30. The London rates are reduced 
from #10 to £15 p.a. at Belfast, Birmingham, 
Birkenhead, Hu'l, Leeds, Liverpool, Manchestcr. 
Newcastle and Sheffield, and by from £20 to £30 
р.а. at other towns in the provinces. Appli 
cations, stating age, details of technical quali- 
fications and apprenticeship (or equivalent) and 
workshop experience, should be sent to the 
Admiralty, Empire Hotel, (C.E.11, Room 83), 
Bath. Candidates will be interviewed locally as 
soon as possible after receipt of their арр'іса- 
tions. W 2272 


APPLICATIONS are invited by the Ministry of 
Supply from Physicists and Electrical Engineers 
for the following posts in the Scientific Officer 
Class at a Research Establishment South East 
of London. 1. Electrical Engineer with а 
sound know'edge of physical principles and etec- 
tronic applications (о physics problems. 
(D 490/51-A). 2. Physicist or Electrica! Engi- 
neer with experience in radio communications. 
(A 337/51-A). 3. Physicist with experience in 
electronic circuitry problems for measurement 
of high speed transients. (А 337/51-А). 4. 
Electrical Engineer for research and development 
in V.H.F. and U.H.F. transmission and recep- 
tion. Previous experience in leading a team of 
Scientists in the execution of field trials would be 


had equivalent 
and possess 
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month for insertion in the following issue. 


of value. (D 490/51-А). 5. Electrical 
Engineer for design and development work in a 
wide ficld of electronic instruments. Experi- 
ence in the design of radio receivers and trans- 
mitters and/or in the handling of high speed 
transients would be of value. (D 490/51-А). 
Candidates should possess a Ist ог 2nd class 
Honours Degree in Physics or Electrical En- 
gineering Or equivalent qualifications, and for 
the senior posts at least 3 years post-graduate 
research experience For Post | candidates 
should have served an apprenticeship. Salary 
will be determined оп age, qualifications and 
experience within ranges £380 to £1,295. Rates 
for women somewhat lower. Posts are unestab- 
lished but carry benefits under F.S.S.U. Appli- 
cation Forms obtainable from Ministry of 
Labour and National Service, Technical and 
Scientific Register (K), Almack House, 26 King 
Street. S.W.l, quoting appropriate reference 
No. W 2298 


APPLICATIONS are invited by the Ministry of 
Supply from Electrical and Mechanical Engineers 
and Physicists for posts in the Experimental 
Officer Class at the Royal Aircraft Establish- 
ment, Farnborough. Candidates should have 
experience in at least one of the following: (1) 
Generation and distribution of electrical power 
in aircraft. (2) General electronics. communi- 
cations or radar. (3) Aircraft structure and 
associated mechanical problems. (4) Servo 
mechanisms and automatic actuators. Accept- 
able qualifications include, as a minimum, Higher 
School Certificate with Physics and Mathematics 
as principal subjects, but other qualifications such 
as Higher National Certificate in Electrical or 
Mechanical Engineering or a Degree in Physics 
would be an udvantage for some of the posts. 
Salary will be assessed according to age, qualifi- 
cations and experience within the ranges: 
Senior Experimental Officer (minimum age 35), 
£742-£960, Experimental Officer (minimum age 
normally 28). £545-£695. Rates for women 
somewhat lower. The posts are unestablished. 
Application forms obtainable from Ministry of 
Labour and Nationalt Service, Technical and 
Scientific Register (K), Almack House, 26 King 
Street, S.W.1, quoting D 483/51-A. Closing 
date 14 December, 1951. W 2289 


APPLICATIONS are invited by the Ministry of 
Supply for vacancies in the Experimental Officer 
Class at the Atomic Energy Research Establish- 
ment, Harwell, Berks.. for work in the follow- 
ing fields: Physics, E'ectronics and Scientific 
Computing (Ref. A  309/51/ABG), and 
Chemistry (other than Organic Chemistry). 
Chemical Engineering and Metallurgy (Ref. F 
717/51/ABG). These posts ofier a wide variety 
of experimental work in connexion with the 
developinent of atomic energy and the oppor- 
tunity for a career in an increasingly important 
hranch of science. Candidates should possess at 
lcast Higher School Certificate or Higher 
National Certificate їп a relevant scientific 
subject or mathematics or equivalent qualifica- 
tions, Higher qualifications will be an advan- 
tage. Appointments will be made according to 
Qualifications, experience and age within the 
following salary ranges: Experimental Officer 
(male) £545-£695 per annum. Assistant Experi- 
mental Officer (male) £240 (at age 18), £505 per 
annum. Rate for women somewhat lower. 
Application forms obtainable from Ministry of 
Labour and National Service. Technical and 
Scientific Register, Almack House. 26 King 
Street, London, S.W.1, quoting the appropriate 
Ref. No. W 2249 


ASSISTANT (SCIENTIFIC) CLASS: The Civil 
Service Commissioners give notice that an Open 
Competition for pensionable appointment to the 
basic grade will be held during 1951. Interviews 
wil be held throughout the year. Successful 
candidates may expect early appointments. 
Candidates must be at least 17$ and under 26 
years of age on Ist January. 1951, with exten- 
sion for regular service іп Н.М. Forces, but 
other candidates over 26 years with specialised 
experience may be admitted. All candidates 
must produce evidence of having reached a 
prescribed standard of education, particularly in 
à science subiect and of thorough experience in 
the duties of the class gained by service in a 
Government Department or other civilian scien- 
tific establishment or in technical branches of 


. the Forces, covering a minimum of two years in 


one of the following groups of scientific subjects: 


Advertisements must be received before the 14th of the 


(i) Engineering and physical sciences. (ii) 
Chemistry, bio-chemistry and metallurgy. (1) 
Biological Sciences. (iv) General (including geo- 
logy, meteorology. general work ranging over 
two or more groups (i) and (iii) and highly 
skilled work in laboratory crafts such as glass- 
blowing). Salary according to age up to 25— 
Men £215 (at 18) to £330 (at 25)—£455; rather 
less in the provinces and for women. Оррог- 
tunities for promotion. Further particulars and 
application forms from Civil Service Commis- 
sion, Scientific Branch, Trinidad House, Old 
Burlington Street, London, М.І, quoting No. 
S 59/51. Completed apptication forms should 
be returned as soon as possible, and not Jater 
than 315 December, 1951 W 2297 


B.B.C. requires electronic engineers for Opera. 
tions and Maintenance Department (Television 
in London. Duties involve detailed investigation 
of performance and design of television equip- 
ment at audio, video and radio frequencies and 
compilation of reports. Engineering Degree or 
equivalent and expcrience in television practice 
essential, Salary £655 (may be higher if quali- 
fications exceptional) rising by S annual incre- 
ments 10 #840 maximum. Apply Engineering 
Establishment Officer, Broadcasting House, Lou- 
don, W.I, within 7 days. W 2306 


B.B.C. requires Instructor in Engineering Train- 
ing Department ut Evesham, Worcester. Candi- 
dates should have Degree ог equivalent qualifi- 
cation in Physics or Electrical Engineering. 
Knowledge of any branch of radio ог broad- 
cast engineering (sound or television) and 
teaching experience are desirable. Salary #655 


(may be higher if qualifications exceptional) 
rising by 5 annual increments to #840 p.a. 
maximum,  App'ications to reach Engineering 


Establishment Officer. Broadcasting House. Lon- 
don, \.1. within 7 days. W 2264 


CROWN AGENTS Гог the Colonies. Electrical 
Engineer (Electronic) required for the head- 
ouarters staff at the London office. Salary scale 
£750 a year, rising to £1,000. Extra duty 
allowance of 8% of annual salary also payable 
at present. А substantially increased scale is in 
prospect, however. and when introduced will 
become effective from date of appointment. 
Engagement will be on_un-established terms with 
a prospect, after satisfactory service and as 
vacancies occur, of appointment to the estab- 
lished and pensionable staff and promotion to a 
higher grade. Candidates should preferably hold 
an Honours Degree in Electrical Engineering 
(Telecommunications and Electronics) or should 
be corporate Members of the Institution of 
E'ectrical Engineers. They should have served 
an apprenticeship with a firm of Electrical Engi- 
neers manufacturing radio or associated equip- 
ment and have had subsequent experience on 
the manufacturing and technical side of the 
industry. The appointment will. in the first 
instance be to the Inspection Department and 
candidates should be capable of dealing with 
the problems arising from the inspection of a 
wide variety of electronic equipment by a staff 
of Inspecting Engineers operating locally in 
various parts of the United Kingdom. Apply 
at once by letter, stating age, full names in 
b'ock letters, and full particulars of qualifica- 
tions and experience. and mentioning this paper 
їо the Crown Agents for the Colonies, 4 Mill- 
bank. London, S.W.l. quoting оп letter 
M.28544.B. The Crown Agents cannot under- 
take to acknowledge all applications and will 
communicate only with applicants selected for 
further consideration. W 2324 


ELECTRICAL ENGINEERS and Physicists are 
invited by the Ministry of Supply to apply for 
the following appointments in the Scientific 
Officer Class at а Research and Development 
Establishment near London. Senior Scientific 
Officer |. Electrical Engineers (2) with special 
qualifications in radio communications and ex- 
perience in the engineering of development 
prototypes. (D 390/51-А.) 2. Physicist with 
experience in electronic circuitry for research 
їпїо the measurement of high speed transients. 
(A 245/51-А ) 3. Physicist with experience of 
optical and electronic techniques, and with an 
interest in fluid mechanics, for work on aero- 
dynamics problems includine wind tunne! investi- 
gations. (А 246/51-A.) Scientific Officer 4. 
Electrical Engineer or Physicist with interest in 
the application of e'ectronic methods to optical 
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OFFICIAL APPOINTMENTS (Cont'd.) 


instrumentation techniques. (D 392/51-A.) 5. 
Electrical Engineer or Physicist for work on high 
speed electronic calculating machine. (D 391/ 
51-A.) Candidates should possess a Ist or 2nd 
class honours Degree in Physics or Electrical 
Engineering or equivalent qualification. For the 
Senior grade the minimum age is 26 and at least 
3 years' post-graduate research experience 15 
required. For post 1 an engineering apprentice- 
ship or industrial experience would be an advan- 
tage. Salary will be determined on age and on 
an assessment of the successful candidates’ 
qualihcarions and experience within the ranges:- 
Senior Scientific Officer—£720 to £910, Scientific 
Officer—£380 to £620. Rates for women some- 
what lower. Posts are unestablished but carry 


benefits under F.S.S.U. Application forms 
obtainable from Ministry of Labour and 
National Service, Technical and Scientific 


Register (K),, Almack House, 26 King Street, 
S.W.1, quoting appropriate reference number. 
W 2288 


ELECTRONIC PHYSICISTS and Engineers are 
required by the Ministry of Supply for the 
following posts, in the Experimental Officer 
Class, at a Research Establishment South East 
of London. |. Electrical Engineer with ex- 
perience of aircraft radar installation and main- 
tenance. Candidates must be prepared to do 
experimental flying. (D.491/51-A.) 2. Physicist 
with experience in the generation and reception 
of signals in the V.H.F./U.H.F. Region, or in 
the production and handling of short duration 


pulses. (А 336/51-A.) Candidates must be at 
least 28 years of age. Minimum qualification is 
Higher hool Certificate but higher qualifica- 


tions will be an advantage. Salary will be 
assessed according to age, qualifications and 
experience within ranges £545 to £960. Rates 
for women somewhat lower. The posts are un- 
established. Application forms obtainable from 
Ministry of Labour and National Service, Tech- 
nical and Scientific Register (К), Almack House, 
26 King Street, S.W.1, quoting appropriate Ref. 
No. Closing date 14 December, 1951. W 2301 


ENGINEERS required by Ministry of Supply at 
Hayes, Middlesex and Manchester. Qualifica- 
tions: British, or British parentage; regular engi- 
neering apprenticeship and either be corporate 
members of one of the Institutions of Civil, 
Mechanical Or Electrical Engineers or have 
exempting qualifications. Possess sound know- 
ledge of electronic theory and practice; be 
familiar with modern techniques connected with 
radio, radar and electronics. Duties: Technical 
direction and supervision of inspection of mass 
produced miniature electronic devices. Salary: 
Within the Range £600-£900 p.a., slightly less 
for Manchester. Unestablished, periodical com- 
petitions for established pensionable posts. 
Application forms from Ministry of Labour and 
National Service, Technical and Scientific 
Register (K), Almack House, 26-28 King Street, 
S.W.i, quoting D492/51-A. Closing date 14 
December, 195]. W 2300 


ENGINEER required by Ministry of Supply 
Establishment at Malvern, Worcestershire. 
Qualifications. British, of British parentage; 
regular engineering apprenticeship and either be 
corporate member of one of the Institutions of 
Civil, Mechanical or Electrical Engineers or hold 
exempting qualifications and have workshop or 
drawing office experience. specialised experience 
in one or more of the following is desirable:- (a) 
Electronic Engineering; (b) Servo Mechanisms; 
(с) Fine Mechanisms, including hydraulic 
devices. Duties. To take charge of a team of 
Engineers investigating engineering and design 
problems, working with scientific staff on 
development of ground radar equipment. Salary. 


Within the range £1,177-£1,370 Р а. Unestab. 
lished, periodical competitions for established 
pensionable posts. Application forms from 


Ministry of Labour and National Service. Tech- 
nical and Scientific Register (К), ‘Almack 
House, 26 King Street, S.W.l. Quoting 
Reference No. D.482/51-A. Closing date 14 
December, 1951. W 2287 


MINISTRY OF SUPPLY require Technical 
Grade ПІ in Sevenoaks, Kent. Qualifications:- 
British, of British parentage, regular engineering 
apprenticeship or equivalent training in Services 
or industry. At least three years’ experience in 
construction, assembly, fault finding and testing 
of electronic instruments or equipment essential. 
Possession of Ordinary Nationa! Certificate or 
City and Guilds Certificate or equivalent quali- 
fication an advantage. Duties:- responsible for 
maintenance, fault finding, repair and calibra- 
tion of electronic instruments and apparatus. 
Salary:- £437 (at age 26)-£545 p.a. Unestab- 
lished, opportunities for establishment may 
arise. Written applications, giving date of birth 
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and education, full details of qualifications and 
experience of posts held (including dates) should 
be addressed to the Appointments Officer, 
Ministry of Labour and National Service, 1-6 
Tavistock Square, W.C.l, quoting reference 
KI.366 within ten days of the appearance of 
this advertisement. In no circumstances should 
original testimonials be forwarded. Only can- 
didates selected for interview will be aded. i 

228 


MINISTRY OF SUPPLY requires, at Research 
and other Establishments in various parts of the 
country, skilled Mechanics for precision light 
engineering work connected with the setting up, 
maintenance, and repair of instruments 
(Mechanical, Electrical and Electronic). 5 day 
week of 44 hours. Rates of pay and other con- 
ditions of service on application. Write in the 
first instance, giving age, particulars of appren- 
ticeship, training (including Forces’ training), 
qualifications and experience, also stating whether 
preference for a particular district, to the Secre- 
tary, Ministry of Supply, Room 263, Shell Mex 
House, Strand, London, W.C.2. Applications 
from skilled fitters and machinists would also be 
welcomed. W 2299 


PHYSICIST OR ENGINEER (Radar) Dominion 
Physical Laboratory, New Zealand. Applica- 
tions are invited from suitably qualified persons 
to fill the vacancy for a Physicist ог Engineer 
in the Radar Laboratory, Lower Hutt, New 
Zealand. Commencing salary, according to 
qualifications and experience, will be up to 
£860 N.Z. per annum plus 15% General Wage 
Increase. Applicants should possess first or 
second class Honours in Physics or Engineering. 
The appointee will be required to work on 
decimetre-wave apparatus in the field or radar 
laboratory. Previous experience in this type of 
work is desirable. Application forms and condi- 
tions of appointment may be obtained from:- 
The High Commissioner for New Zealand, 415 
Strand, London. W.C.2, mentioning this paper 
and quoting reference No. A.3/64/107. Com- 
pleted applications should be lodged not later 
than 8th December, 1951. W 2258 


PROFESSIONAL ENGINEERS in Government 
Departments. The Civil Service Commissioners 
announce an Open Competition for permanent 
appointments of Professional Engineers, General 
Service Class (Main and Senior grades). The 
vacancies at present announced are in the 
Admiralty (not less than 5 in the Main Grade 
and one in the Senior Grade). The duties in the 
Admiralty cover the production of mechanical, 
electrical and electronic equipment for Н.М. 
Ships and include design for production, corre- 
lation of manufacturing requirements and 
capacity advice оп production methods, 
Preparation of estimates and, in certain cases, 
material inspection and functional testing. Can- 
didates must be at least 30 years of age on Ist 
January, 1951. Minimum Qualifications. 
Generally Corporate Membership of the Institu- 
tions of Mechanical Engineers, or Electrical 
Engineers is required, together with evidence of 
apprenticeship or pupilage and subsequent engi- 
neering experience. Exceptionally, candidates of 
high professional attainments without some or 
all of these aualifications may be admitted. 
Salary scales:- Main Grade. Men—-£900-£1,200. 
Women—£650-£850 (London). Men—£860- 
£1,140. Women—£620-£810 (Provinces). Senior 
Grade. Men—£1.250-£1.450. — Women—£900- 
£1.100 (London) Men—£1.177-£1,370. Women 
— £860-£1,040 (Provinces). The rates for women 
are at present under review. Further particulars 
and application forms from Secretary, Civil 
Service Commission, Trinidad House, Old 
Burlington Street, London, W.1, quoting No. 
S86/51. Applications will be accepted at any 
time but not later than 315% December, 1951, 
and selected candidates will be interviewed as 
Soon as possible after receipt of their Applica- 
tion Forms. Candidates are advised to apply 
as early as possible as a closing date earlier 
than 3151 December may eventually be 
announced. W 2268 


PROFESSIONAL ENGINEERS IN GOVERN- 
MENT DEPARTMENTS. The Civil Service 
Commissioners announce an Open Competition 
to be held during 195! for permanent appoint- 
ments in many Departments of the Civil Service 
for a wide variety of engineering duties. Appli- 
cations will be accepted at any time but not 
later than 315 December, 1951, and selected 
candidates will be interviewed as soon as possible 
after the receipt of their Application Forms. 
Candidates are advised to apply as early as 
possible. Age Limits: Candidates must bc 
under 35 on 30th November, 1951, with exten- 
sion for regular service in H.M. Forces and 
for established Civil Service. For appointments 
in the Post Office they must be 21 or over, 
in the Ministry of Supply, 23, and in al! other 
Departments 25 or ovcr on that date. Minimum 


Qualifications vary for different posts. Generally 
a University Degree in Engineering or Corporate 
Membership of the Institutions of Mechanical 
Engineers, Electrical. Engineers or Civil Engi- 
neers, ог passes in Or exemption from Sections 
A and B of the corresponding Associate Mem- 
bership examinations, or evidence of excep- 
tionally high professional attainment аге 
required. For certain posts, Corporate Member- 
ship of the Institute of Fuel by examination or 
the Institution of Chemical Engineers, ог 
Graduate Membership of the Institution. of 
Chemical Engineers, or Associate Fellowship of 
the Royal Aeronautical Society or an Honours 
degree in Physics will be accepted instead. The 
salary on appointment will be fixed according to 
age. The salary for men aged 25 in London 
is £575 rising by annual increments of £25 to 
£750, and by £30 to £900. Salaries for women 
and for posts outside London are lower. There 
are prospects of promotion to higher grades on 
scales for men in London of £900-£1,200, 
£1,250-£1,450 and above. Further particulars 
and applications forms from Secretary, Civil 
Service Commission, Trinidad House, Old 
Burlington Street, London, W.1, quoting No. 
S85/51. W 2250 


RADAR AND ELECTRONIC technicians are 
required for repair and maintenance of Radar 
and Electronic Control and computing equip- 
ment in the Glasgow and Edinburgh areas. 
Applicants should have had experience com- 
parable with the standard of Armament Artificer 
(REME) or hold National Certificate in Elec- 
trical Engineering, or equivalent qualifications. 
Salary in Scale £437 (at 26) by £20 to £545. 
Applications should be addressed to:- A.D.M.E., 
HO. 3 А.А. Group, Riccarton House, Currie. 
Midlothian, giving details of experience. quali- 
fications and age. W 2234 


SENIOR PRINCIPAL PRODUCTION ENGI- 
NEER, Admiralty Production Pool—The Civil 
Service Commissioners invite applications from 
men for one or two permanent appointments 
as Senior Principal Production Engineer. Can- 
didates must have been born on or before Ist 
January, 1920. Candidates must be Corporate 
Members of the Institution of Mechanical Engi- 
neers and/or the Institution of Electrical Engi- 
neers or show evidence of exceptionally high 
professional attainment. They must have had 
а wide genera! engineering background, includ- 
ing apprenticeship, and have had extensive ex- 

rience in the Engineering Production Field. 
Бау £1,500-£1,750. Exceptionally a starting 
salary above the minimum may be granted 
according to qualifications and experience. 
Further particulars and application forms from 
the Civil Service Commission, Scientific Branch, 
Trinidad House, Old Burlington Street, London, 
W.1, quoting No. $.4098/51. Completed appli- 
cation forms must be returned by 13th Decem- 
ber, 1951. W 2280 


SITUATIONS VACANT 


A LABORATORY ASSISTANT required .cap- 
able of taking charge of electrical and electronic 
equipment for a Guided Missiles Project. Duties 
will include calibration and minor repairs of 
instruments. Applicants with the necessary ex- 
perience will also control Sub.standard Room 
and undertake design of laboratory equipment. 
Full particulars to Box No. W 2190. 


ALWYN ISHERWOOD LIMITED, require 
T.V. engineers for bench and field service. И 
you want good pay with prospects under ideal 
Operating conditions, and you are master of 
your craft, contact the Service Manager, Alwyn 
Isherwood Limited, 91/95 Westgate, Wakefield. 
Tel. 3196/7. Expenses will be paid for all 
applicants selected for interview. W 1373 


A NEW DEFENCE PROJECT of National 
Importance being undertaken by a well known 
Aircraft Company located in the Northern 
Outskirts of London, offers highly paid and 
interesting posts for suitably qualified appli- 
cants. Vacancies exist in Senior (salaried 
grades) and for Junior Engineers in various 
categories: (a) Physicists with experience їп 
electronic problems. (b) Physicists with ex- 
perience in optical work. (c) Electronic 
Engineers with Servo-Mechanism experience. 
(d) Electronic Engineers with experience of low 
frequency work and measuring systems. (е) 
Electrical Engineers with experience in small 
motor design and development. Applicants 
for Senior posts should possess a good Univer- 
sity Degree and preferably should have some 
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ATTENUATORS · FADERS : SWITCHES - WIREWOUND POTENTIOMETERS - PLUGS 
AND SOCKETS - WIREWOUND RESISTORS - HIGH STABILITY CARBON RESISTORS 
KNOBS DIALS AND POINTERS - TERMINALS 
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SITUATIONS VACANT (Cont'd.) 


industrial experience. Applicants for Junior 
posts should have a good industrial experience, 
be qualified either by City & Guilds certificate 
ог by Inter. B.Sc. Write full details, qualifi- 
cations, experience, aye. salarv sought to Вох 
A.C. 65489 Samson Clarks, 57-61 Mortimer 
Street, W.l. W 2136 


A NUMBER of Senior and Junior vacancies for 
Radio, Radar, Electronic, Television. etc , 
Development, Service Engineers, Draughtsmen 
Wiremen. Testers. Inspectors, etc. Urgently 
required, 30 Television Service Engineers. Write 
in confidence: Technical Employment Agency, 
179 Clapham Road, London, S.W.9. (BRIxton 
3487). W 113 


A NEW DEFENCE project of National Impor- 
tance being undertaken by a well-known Air- 
craft Company located in the northern outskirts 
of London, offers highly paid and interesting 
posts for suitably qualified applicants. Vacancies 
exist in Senior (salaried grades) and for Junior 
Engineers in various categories: (a) Physicists 
with experience in electronic problems. (b) 
Physicists with experience in optical work. (c) 
:tectronic Engineers with Servo-mechanism ex- 
perience. (d) Electronic Engineers with ex- 
perience of low frequency work and measuring 
systems. (e) Electrical Engineers with experience 
in small motor design and development. Appli- 
cants for Senior posts should possess a good 
University Degree and preferably should have 
some industrial experience. Applicants for 
Junior posts should have good industrial ex- 
perience and be qualified either by City and 
Guilds certificate or by Inter. BSc. Please 
apply in writing giving full details to Box A.C. 
66670. Samson Clarks, 57-61 Mortimer Street. 
London, W.I W 2232 


A NUMBER of vacancies exist for Electro- 
Mechanical Designers with a good Degree in 
mechanical and electrical engineering, or similar 
Qualification, and several years' experience in a 
Laboratory or Factory design department. 
Successful candidates will be expected to work 
in laboratory teams or in laboratory factory 
teams on interesting and varied projects. and 
to be responsible for the mechanical design of 
equipment. The posts are permanent and 
pensionable. Salary according to qualifications 
and experience and consistent with present day 
levels. Application form from Personnel 
Officer, Mullard Research Laboratory. Cross 
Oak Lane, Salfords, near Redhill, Surrey. 

W 2116 


AN ELECTRONIC ENGINEER is required by 
firm in the Guildford area, for development 
work on aircraft instruments and electronic 
equipment. Арии should possess a Univer- 
sity Degree, igher National Certificate or 
equivalent qualifications, and preferably have 
had laboratory experience in Physics, Electrica! 
Engineering or Instrument Technology. They 
should apply. giving details of qualifications. 


experience and required salary to Box No. 
W 1364. 
AN EXPERIENCED electrical engineer or 


physicist is required by the Research Labora- 
tories of The General Electric Co. Limited, at 
their Stanmore Laboratories to take responsi- 
bility for the work of a number of men engaged 
On research and development on circuits for the 
generation and handling of nonsinusoidal wavé- 
forms such as are used in timebases, diflerential 
analysers and digital and analogue computers. 
Applicants preferably between 28-35 should have 
good Honours Degrees and should be able to 
produce evidence of ability for original work 
and inventiveness in the form of published work 
Or patents. The appointment is in connexion 
with a major guided weapon project for defence. 
and offers good prospects and starting salary. 
App'ications should be sent to the Stafi 
Manager, (Ref. GBLC/195) G.E.C. Research 
Laboratories, East Lane, North Wembley. 
Middlesex. W 2253 


AN INDUSTRIAL GROUP in Trafford Park 
invites application for a vacancy in its Re- 
search Department for rescarch and develop- 
ment work connected with electrical insulation. 
Applicants should be of Degree or H.N.C 
standard in physics, electrical engineering or 
mechanical engineering, with experience of ex- 
perimental! techniques. The salary will be 
according to accepted standards for scientific 
staff. W 2212 


APPLICATIONS ENGINEER required Бу 
`* Applied High Frequency Ltd." Previous ex- 
perience іп Induction Heating essential and 
Some knowledge of metallurgy an advantage. 
Good salary to right man. Phone SHE. 1151 

W 2265 
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APPLICATIONS are invited to fill the follow- 
ing vacancies: Two Senior Design Draughtsmen 
for work in connexion with the development of 
exisung and design of special purpose machinery. 
Applicants must have served a general engineer- 
ing apprenticeship and hold a National Certi- 
ficate or equivalent. Must be able to work on 
Own initiative and possess original ideas. Senior 
Tool Design Draughtsman for interesting and 
varied work. Applicants must have served a 
toolroom apprenticeship and possess National 
Certificate or equivalent. Salary approximately 
#500 per annum but in accordance with experi- 
ence and qualifications. Apply Standard 
Telephones and Cables, Ltd., Corporation Road, 
Newport, Mon. W 2242 


APPLICATIONS are invited for thc post of 
Chief Inspector to the Cheltenham Research 
Laboratories of Furzehill Laboratories Limited 
Applicants should have a thorough experience 
of electrical and electronic work and be fully 
conversant with the general requirements of 
A.LD. and A.R.B. procedure. Engineering 
qualifications should preferably be to Degree 
standard. Housing accommodation available to 
the selected applicant if required. Write stating 
age, qualifications and salary required to Chief 
Engineer, Furzehill Laboratories Limited, 
Shenley Road, Borehamwood, Herts. W 2309 


APPLICATIONS ARE INVITED for the res- 
ponsible position of flight engineer for 
Guided Missiles. Applicant should be of 
Degree standard and have practical experience 
of mechanica! and electrical installation. Know- 
ledge of telemetry and servo mechanisms is 
desirable, though not essential. North London 
district. Write full details, qualifications, ex- 

rience, age, salary sought to Box A.C. 65692 


amson Clarks, 57-61 Mortimer Street, W.1. 
W 2155 
ASSISTANT DEVELOPMENT ENGINEER 


required by well-known Midland Company. pre- 
ferably with Honours Degree in mechanical or 
electrical engineering and with practical experi- 
ence in instrument manufacture or precision 
engineering. Age 28/35. Salary in the order of 
£800 p.a. depending upon qualifications and 
experience. Box No. W 2209. 


ASSISTANT DEVELOPMENT ENGINEER, age 
20-26, required for circuit design of electronic 
measuring instruments. Experience in this type 
of work or suitable technical qualifications 
essential. Commencing salary according to age 
and experience. Write giving full details of 
qualifications and experience to Dawe Instru- 
ments Limited, 130 Uxbridge Road. Hanwell. 


W.7. W 2319 
A SENIOR ENGINEER is required by the 
Industrial Electronics Dept. of the English 


Electric Co. Ltd.. for design and circuit work 
on valve type HF heating generators. Appli- 
cants should have good experience in this type 
of work or on radio transmitters. A University 
Degrec is desirable but not essential. Please 
write giving full details and quoting ref. 357B 
to Central Personnel Services, English E'ectric 
Co. Limited, 24-30 Gillingham Street, London. 
S.W.1 W 2294 


A WELL-KNOWN Midland Company requires 
an ВЕ. Heater Applications Enyineer for test 
work on samp'es and the design of applicators. 
Men with metal'urgical knowledge and at least 
H.N.C. should apply giving fuil detai's of quali- 
fications and experience quoting ref. НЕН to 
Box No. W 2295. 


BELLING & LEE LTD.. Cambridge Arterial 
Road, Enfield. Middlesex. require research 
assistants in connexion with work on electronic 
components, fuscs, interference suppressors and 
television aerials. Applicanis must be graduates 
of the 1.Е.Е. or possess equivalent qualifica- 


tions together with similar laboratory experi- 
ence. Salary will be commensurate with pre- 
vious experience. ` Applications must bc 
detailed and concise. and will be treated as 
confidential. W 138 
CHIEF ELECTRICAL INSPECTOR (35-45) 
required. Essential qualifications include ex- 
perience both in planning and progressing. 
inspection of telecommunication апд light 
electrical equipment and control of labour. 


Preference will be given to applicants wtih know- 
ledge of audio-frequency and electrical measure- 
menis and who аге A.I.D. approved. Write 
ful! details of qualifications, carcer and salaries 
earned to Personnel Manager. The Phoenix 
Te'ephone and Electric Works Lid., The Hyde. 
N.W.9. W 2310 


CHEMIST OR METALLURGIST required for 
Works Laboratory of new factory in Northamp- 
tonshire manufacturing new materials for the 
radio, radar and electronic industries. Science 
Degree desirable and 5-10 years' previous in- 


dus:rial experience essential. Applicant will be 
required to work for the first year or two on 
the development of processes for the production 
of various types of iron cores. Promotion to a 
morc responsible position would follow the 
successful completion of this work. Minimum 
salary £650 per annum. Box No. W 2266. 


COMMERCIAL opportunity for Scientific or 
Engineering Graduate to pioneer application of 
new processes developed by leading industrial 
organisation. Wide experience of manufacturing 
methods desirable: also some electrical or elec- 
tronic knowledge. Previous sales experience not 
essential. Exceptional opportunity for man 
capable of growing with business. Full parti- 
culars and salary required in confidence to Box 
No. W 2311. 


COMMUNICATION 
senior commercial appointment in London 
office of Company of international repute 
Applicants must have an engineering or scientific 
Degree or equivalent, and thorough experience 
in the radio communication or radar field. 
Commercial experience, especially export, would 
be an advantage. Exceptional opportunity in 
expanding business. Write in confidence giving 
full particulars of cducation, experience and 
salary required to Box No. W 2313. 


COMMUNICATIONS ENGINEER familiar 
with circuit design, is required for work on 
H/F quartz crysta! circuits. Candidates should 
preferably have a University Degree and 2-3 
years experience in experimental work. Appli- 
cations should be sent to the Staff Manager 
(Ret. GBLC/O/176) Research Laboratories af 
The General Electric Co. Ltd., Wembley. 
Middlesex, stating age and record W 2252 


BUSH RADIO LIMITED require a number of 
Engineers and Physicists for new Research and 
Development Laboratories which аге being 
formed at Plymouth. (a) A Qualified Senior 
Engineer for a responsible position. The app'i- 
cant should have a University Degree in Physics 
or Electrical Engineering, or have_ passed the 
graduateship examination of the 1.E.E. He will 
be required to make preliminary theoretical 
investigations to initiate experimental work and 
to direct assistants. (b) A Senior Engineer— 
preferably with a good theoretical background. 
A successful applicant will be required to carry 
through to the production stage, design and 
development of radar and similar equipment 
(с) А Transformer Designer—the applicant 
should be experienced in the design of smal! 
power transformers (less than kVA), chokes. 
audio-transformers, and pulse transformers, and 
will be expected to carry through to the produc- 
tion stage the design of power supplies and 
other associated equipment. Experience of servo- 
motors and generators would be useful, but is 
not essential. (d) A Research Physicist or 
Engineer—the applicant should have a Univer- 
sity Degree in Physics or Elcctrical Engineering. 
Ability to appiy mathematics to electrical prob- 
lems is required as well as a flair for experi- 
mental work in the field of electronics. Previous 
experience is not essential. Candidates for the 
posts (a) and (b) above should have had at 
least five years’ experience in the design of 
electronic equipment especially in the following 
fields.—Pulse techniques, C.R.T. displays, tele- 
metering equipment, microwave equipment and 
aerials, servo mechanisms. The Laboratory is 
situated in pleasant surroundings on the out- 
skirts of Plymouth and there is a pension scheme 
in operation. Candidates should write giving full 
detai's and salary required to the Chief Engineer 
Bush Radio Limited, Power Road, Chiswick. 
W.4. W 2170 


CROMPTON PARKINSON LIMITED  invitc 
app'cations from graduate Physicists with good 
Honours Degree to work in their Lamp Develop- 
ment Laboratory on general lamp problems 
Applicants with or without experience will be 
considered. Good prospects for тап wishing 
to make a career in Industry. Send full par- 
ticulars of training and practical experience. if 
any. to Ref. GLD. Crompton Parkinson 
Limited, Guisley. Nr. Leeds. Yorkshire. 

W 2262 


DESIGN AND DEVELOPMENT Scction of a 
large Engineering Company of National repute 
situated in the West Country has vacancies for:- 
(1) Senior Design Draughtsman with specialized 
experience of design of special purpose Auto- 
matic process machines and Hopper and Feed 
mechanisms for small components. (2) Design 
Draughtsman with experience of design and 
development of Radio components. (3) De- 


ENGINEER required for 
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EKCO power unit 10533A 


An H.F. oscillator type Power Unit designed in conjunction with the 


A.E.R.E. to energise all types of counters, including proportional and scintillation counters. 
Ripple and spurious pulses are reduced to such a level that external filters are not normally 
required. Output voltage is continuously variable from 500 to 3,000 volts and is virtually 
unaffected by mains variations up to + 10%. This Unit may be used with confidence 
wherever a highly stable voltage is needed. 


Please write for complete Catalogue giving 
specifications and prices of the range of ЕЁсо 


E K C 0 : equipment for the Radiochemical Laboratory. 
elec tronics Е. К. COLE LTD. (Electronics Division) 5 VIGO STREET, LONDON, W.I 


THOSE WHO KNOW сап appreciate the significance of 


FULL INTERSERVICE TYPE APPROVAL 
CATEGORY “А, CLASS Н.І 


To Specification R.C.S. 132 


F^ the first time this formidable A few salient points : Full working voltage at 
н 3 В й 100° С. - Full proof against humidity at 71°C and 
specification relating to Moulded, Silvered tested to 3 months' tropical exposure - Moisture 
Mica Condensers has been conquered in every repelling moulded case - Freedom from scintilla- 
tion effect - Withstands '’ freezing '' at minus 
particular. We are proud to announce the 40° C. - Extraordinary stability (they are often 
И бза te used as sub-standards) - Low temperature 
introduction of this remarkable condenser coefficient (well within limits laid down by above 
(hitherto devoted to Service requirements) specification) - Very high insulation resistance - 
: Every specimen undergoes 15 minutes' immersion 
to the commercial market. in boiling water before despatch. 
In short ... THE ONLY CAPACITOR WITH FULL TYPE APPROVAL AS ABOVE 


Write for explanatory leaflet to :— 


ALSTON CAPACITORS - HALESWORTH - SUFFOLK 
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velopment Engineer for pre-production Labora- 
tory development of Radio components and 
small mechanisms. These appointments are of 
a permanent and progressive nature. Pension 
scheme in operation. Salaries according to 
qualification and experience. Please write stating 
age and experience to Box No. W 2284. 


DESIGN ENGINEERS. (Ref. 862A) required 
by The English Electric Company Limited, 
Luton, for work on flight simulators in con: 
nexion with guided weapon development. 
Degree or H.N.C. essential and previous ex- 


perience of electromechanical and electronic 
analogue computing desirable. Applications 
Stating age, technical qualifications and ex- 
perience to Central Personne! Services, 24 
Gillingham Street, London, S.W.1, quoting 
reference. W 2263 
DEVELOPMENT ENGINEER required Юг 


well-known firm of electrical instrument makers 
situated in North London. Man with good 
technical and mechanical knowledge for experi- 
mental work. Apply Box No. W 2211. 


DEVELOPMENT ENGINEER required by 
A.H.F. Ltd., Shepherds Bush. Preference given 
to man with experience of high frequency in- 
duction heating equipment. Good salary to 
right man. Phone 1151. W 2233 


DEVELOPMENT ENGINEERS required by 
firm in N.W. London manufacturing an exten- 
sive range of industrial instruments and con- 
trols. Candidates should have a good theoretical 
background, preferably with а Degree ог 
equivalent in physics or electrical engineering 
and should have some experience of the 
development or testing of process control instru- 
ments. The starting salary will be- according 
to the experience of the applicant ranging from 

00 per ires for [ог Ере песе 10 #650 
per annum for specially qualified applicants. 
Write Box No. м 2285. " "n А 


ELECTRICAL ENGINEER. The National 
Research Council, Ottawa, Canada, requires 
immediately а young University graduate with 
research outlook to join a team working on 
aircraft de-icing. The work is Mainly in the 
electrical and electronic field with some obser- 
vational flying. Some experience with aircraft 
electrical power systems is desirable. Initial 
salary up to $3,900, depending on age, qualifi- 
cations and experience. Apply by letter Biving 
full details to the Employment Officer, National 


Research Council, Sussex Street, Ottawa, 
Ontario, Canada. W 1360 
ELECTRICAL ENGINEER 22/25 HNC. 


standard. Applicants should have some ex. 


perience of electronics, test and calibration 
work. Good prospects. 5-day week. Apply 
Muirhead and Co. Limited, Elmers End, 
Beckenham. W 2326 


ELECTRICAL ENGINEER, preferably with 
radio transmission experience and training to 
associate membership of the LE.E. or Higher 
National, required as sales engineer for impor- 
tant National Manufacturer. Position involves 
working from Headquarters їп London, but 
applicant would be required to cover the whole 
country. Write, giving full details of education, 
training, experience .and salary required send- 
ing a photograph if possible which will be 
returned, to Box No. W 2286. 


ELECTRONIC ENGINEERS required in the 
Weybridge district. Experienced in installation, 
inspection and testing of electronic equipment 
to Ministry standard. Write Stating age, ex- 
репепсе, qualifications and salary required to 
Box P.812, Willings, 362 Gray's Inn Road. 
London, W.C.1. W 2256 


ELECTRONIC ENGINEER required to join 
a team of research workers investigating a new 
field in the use of electronic equipment. 
Qualifications include an Honours Degree in 
Physics or Engineering which, if in the com- 
puting and pulse circuit fields, would be con- 
sidered ап asset. Salary would be according 
to qualifications and experience, ranging up 
to £1,000 per annum. Contributory Pension 
scheme. Box No. W 2100. 


ELECTRONIC ENGINEER, with good theo- 
retical background to Higher National Certifi- 
cate standard and with practical experience in 
use of valves in audio and radio frequency cir- 
cuits, is required in the Valve Life Testing 
Laboratory at the G.E.C. Research Labora- 
tories, Wembley, Middlesex. Apply to the 
Staff Manager (Ref. GBLC/0/262) Stating age 
and record. W 2282 


ELECTRONIC ENGINEERING 


ELECTRONIC ENGINEER WANTED to takc 
Charge of department in large London factory 
using High Frequency heating equipment. Pre- 
vious experience preferable, but applicant with 
good general qualifications in electronic engi- 
neering and intending to specialize in High 
Frequency would be considered. The position 
offers excellent opportunities, good salary and 
scope to a man with initiative interested in this 
branch of industry. Box №. W 1370. 


ELECTRONIC ENGINEERS—Attractive posi- 
tions are available in the organization of a large 
manufacturing company located in south-west 
Lancashire. Three Engineers are required 
with scientific and fundamental knowledge of 
Electronic component parts and their functional 
circuits with application to storage principles 
and binary system. Three other engineers 
wanted with knowledge and experience of Elec- 
tronics which will enable them to reduce to 
practice developments resulting from research 
carried out by first three Engineers, to provide 
signalling storing and transmitting systems for 
Telecommunicating | purposes. he positions 
carry ful! technical staff status, with super- 
annuation scheme, and five-day week and are 
backed by the organization's wide experience 
and facilities in the telecommunication field. 
The range of work ahead is interesting and of 
permanent, progressive and expanding charac- 
ter. Applicants should reply, stating age, ex- 
perience and approximate salary required to 
Box No. 324, Borland Advertising Limited. 
18/20 Regent Street, London, S.W.1. W 2283 


ELECTRONIC ENGINEERS REQUIRED for 
development work in Gloucestershire area. 
Good academic qualifications and apprentice- 
ship. Experience in one or more of the follow- 
ing desirable: Control systems, D.C. Amplifiers, 
Computing devices, Video Circuits, Microwave 
Techniques. Apply with full details of qualifi- 
cations, age, and salary required to Box No. 
A.C. 67297, Samson Clarks, 57-61 Mortimer 
Street, London, М.І. W 2291 


ELECTRONIC AND RADIO ENGINEERS. 
Applications are invited for the position of 
Field Trials Engineer to lead a team engaged 
in the usage and application of V.H.F. Radio- 
Link Systems. Practical experience desirable, but 
not essential. Salary according to qualifications. 
Write giving full details and quoting ref. DHG 
to Box No. W 2165. 


ELECTRONIC OR RADIO ENGINEER ге- 
quired to supervise a laboratory testing radio 
components including electrolytic and ceramic 
condensers, volume controls, and magnetic 
materials, etc. Applicants should be familiar 
with the properties of these components. Pre- 
vious experience of testing desirable. Apply in 
writing to The Plessey Company Limited, 186 
Watling St. East, Towcester, Northants. W 2192 


E.M.I. ENGINEERING DEVELOPMENT 
LIMITED offer interesting and progressive 
positions connected with the development of:- 
(a) Small electric motors and their application 
to gramophone equipment. (b) Radio trans- 
formers and other components. (c) Stabilized 
power packs for airborne equipment. Qualifi 
cations: Age 23-28, training in physics or engi- 
neering, experience in the above field an advan- 
tage. Salary according to age and qualification. 
Applications should Бе sent to: Personnel 
Department (ED/53),  EM.. Engineering 
Development Limited, Hayes, Месе, — 


E.M.I. ENGINEERING DEVELOPMENT 
LIMITED have ‘а number of vacancies for 
engineers and senior engineers on interesting 
development work in various electronic engi- 
neering projects. The posts are for permanent 
pensionable staff and offer good prospects. 
Qualifications: a Degree in Physics or Engi- 
neering or equivalent, together with several 
years design or specialized experience in the 
following fields:- à) L.F. Equipment. (b) Tele- 
vision Equipment. (c) Microwave Techniques. 
(d) Pulse Techniques: (e) Servo Techniques. 
(fy Test Gear Designs. (g) Inspection, Appli- 
cants should write giving full details of ex- 
perience and type of work required and quote 
ED/33, to Personnel Department, E.M.I. Engi- 
neering Development Limited, Hayes, Middle- 
sex. W 2235 


E.M.I. ENGINEERING DEVELOPMENT 
LIMITED require expcrienced electronic engi- 
neers, including team leaders for the develop- 
ment and design of radar equipment. Appli- 
cants should have a sound technical training 
with a Degree or equivalent qualification, and 
several years experience in this field, a thorough 
knowledge of microwave technique and ability 
to originate circuitry is essential. The appoint- 
ments are for permanent pensionable staff and 
carry a good salary and excellent prospects. 


Applicants should write quoting ED/34 and 


give full details to Personnel Department. 
E.M.I. Engineering Development Limited. 
Hayes, Middlesex. W 2240 


ENGINEER desires private tuition in specific 
branches of mathematics particularly use of 
Laplace transformations. Tutor with Com- 
munications background would be preferred. 
S. London area. Box No. W 2243. 


ENGINEERS required for interesting work on 
the development of radio transformers and 
similar components. The work involves inves- 
tigation of the application of new magnetic 
materials to transformer design. Applicants 
should write giving full details of experience. 
etc., and salary required, to the Personnel 
Department  (ED/50) E.M.I. Engineering 
Development Limited, Hayes, Middlesex. 

W 2237 


ENGINEERS required for liaison between 
development team and users of special elec- 
tronic equipment. Applicants should have a 
Degree or similar qualification with a sound 
general experience in the field of electronics 
Application should be made giving full details 
of experience, etc., and quoting ED/52, to the 


Personnel Department, E.M.I. Engineering 
Development Limited, Hayes, Middlesex. 
W 2244 


ENGINEERS required for development, зег- 
vicing and_instruction on electronic equipment 
National Certificate standard, previous experi- 
ence on electronics or radar desirable. Remu- 
пегапоп according to experience and qualifi- 
cations. Apply Construction Department, 
British Thomson-Houston Co. Limited, ae 
2 


ENGLISH ELECTRIC VALVE CO. LTD., 
Chelmsford, require an engineer for testing and 
development work on micro-wave klystrons. 
Applicants must have Degree or equivalent 
qualification but previous experience is not 
essential. Write giving full details of qualifica- 
tions and experience, mentioning ref. 4190, to 
Central Personnel Services, English Electric Co. 
Limited, 24-30 Gillingham Street, London, 
S.W.1. W 2307 


EXPERIENCED ENGINEERS required to fill 
the following vacancies in the Electronics 
Laboratories of a Company situated near 
London. 1. Deputy Section Leader of Micro- 
wave and R.F. Laboratory. Applicants should 
hold an Honours Degree or equivalent in either 


Physics or Maths plus some industrial ex- 
perience. 2. Deputy Section Leader of Circuits 
Laboratory. Applicants should hold ап 


Honours Degree or equivalent and have exten- 
sive experience of Electronics generally and 
Pulse techniques in particular. 3. Designer 
Draughtsmen to work on light mechanical 
devices associated with electronics generally. 
Applicants should hold a Higher National Cer- 
tificate or equivalent, preferably in Mechanical 
Engineering. These posts qualify for the Com- 
pany's pension scheme. The work is both 
novel and interesting and involves the develop- 
ment of new techniques but not original re- 
search. Successful applicants will after a 
probationary period, be expected to carry the 
full design responsibility of a particular pro- 
ject. Apply giving details of аре, experience 
and salary required to:- Personne! Department, 
Kelvin and Hughes Limited, New North Road. 
Barkingside, Essex. W 2228 


EXPERIENCED ESTIMATORS are invited to 
apply for employment with a large Electro- 
Mechanical firm in the West Country. A 
knowledge of this type of work, including radio 
components, would be а great advantagc 
though not necessarily essential. Good staff 
conditions operate and the post offers excellent 
prospects of advancement. Full details of ex- 
perience and qualifications should be sent to 
Box No. W 2275. 


FERRANTI, LIMITED, Moston Works. 
Manchester, have staff vacancies in connexion 
with special electronic valve development and 
manufacture in association with an important 
Radio Tele-Control project. (1) Senior Valve 
Engineers to take charge of Research and 
development work. Qualifications include a 
good Degree in Physics or Electrical Engineer- 
ing and extensive experience in charge of 
development work. Salary according to 
qualifications and experience in the range of 
£1,100-£1,600 per annum. Please quote Ref. 
S.V.E. The company has а Staff Pension 
Scheme, and will give housing assistance in 
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Included in the wide range of “CINTEL” photo-electric 
cells you will probably find the very one suited to 
your own particular requirement ; but if your problem 
calls for a cell of special properties, then we are 
prepared to make it kk you. 

With over 79 different types in Our range, and 
equivalents for most other manufacturers! cells, we 
we in а position to solve your photo-cell problem. 


Full technical information is available on application to :— 


CINEMA-TELEVISION, LIMITED 
| 


A Company within the J. Arthur Rank Organisation 


WORSLEY BRIDGE ROAD : LONDON : S E 26 
Telephone : НІТћег Green 4600 


SALES AND SERVICING AGENTS 
Р. C. Robinson & Partners Ltd., Н. Hawnt & Co., Ltd., Atkins, Robertson & Whiteford Ltd., + 
CN я 


287, Deansgate, Manchester, 3 59; Moor St. Birmingham, 4 100. Torrisdale Street, Glasgow, S.2 
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SITUATIONS VACANT (Cont'd.) 


forms from Mr. 
Manager, Ferranti, Limited, 
W 2044 


Applications 


special cases. Application 
R. J. Hebbert, Sta 
Ho'linwood, Lancs. 


FIELD TRIALS ASSISTANTS. 
invited, interesting appointments connected 
with trials of new project. Successful appli- 
cants required to travel (London and Wesi 
Wales). Experience in small electronic, electro- 
mechanical or hydraulic devices necessary. 
General experience in the field essential. Ex- 
service Агийсег grades with suitable experience 
would be considered. Write stating age, ex- 
perience and salary required to:- The Personnel 
Manager, Sperry Gyroscope Co. Ltd.. Great 
West Road, Brentford, Middlesex. W 2304 


FIRST CLASS ELECTRONIC ENGINEERS 
of British Nationality are invited to join a 
company located in country surroundings to 
the South West of—but close to—London. The 
company's operations which are on a con- 
siderable scale are solely concerned with pure 
research and development work in the Fields 
of Electronics, Electricity and intricate 
mechanisms. The working conditions are ideal 
and the scientific equipment is plentiful and 
of high quality. The positions offered are 
permanent, the salary will be generous and 
there is a pension scheme. Applications in the 
first place will be seen by the Managing 
Director only and there need be no apprehen- 
sion in the mind of any intending applicant of 
any breach of confidence. Applications should 
contain full personal particulars, details of 
education and all positions held subsequently 
and should be addressed to the Box number 
given and marked ''Managing Director.” 

W 2296 


G.E.C. require electrical engineering graduates 
for work on the design of turbo-mechanisms 
and associated light airborne equipment. Can- 
didates should have had preferably not less 
than three years experience and have some 
knowledge of magnetic amplifiers and pneu- 
matic and hydraulic systems. Appointments 
will be for work at Stanmore and applications 
should be sent to the Staff Manager (Ref. 
GBLC/144). Research Laboratories, of The 
General Electric Co. Limited, East Lane, 
North Wembley, Middlesex, giving age, quali- 
fications and experience. W 2230 


GRADUATE PHYSICIST aged up to 27 re- 
quired by Central Research Department of The 


Morgan Crucible Co. Ltd. Successful appli- 
cant will be required to work initially оп 
development of high voltage test equipment 


and should have an interest in Electronics and 
the electrical properties of matter. Position is 
interesting, pensionable and permanent. Write 
giving details of age, experience, qualifications 
and salary required to the Staff Manayer (Ub), 
Battersea Church Road, $.\/.11. W 2267 


INSTALLATIONS SUPERVISOR _ requircd. 
Applications are invited from men with ex- 
Perience of maintenance and test of small 
electronic and electro-mechanical devices. 
Additional mechanical knowledge ап  advan- 
tage. Qualifications—H N.C. standard. Write 
stating age, experience and salary required to:- 


Personne! Manager, Sperry Gyroscope Com- 
pany Ltd., Great West Road, Brentford, 
Middlesex. W 2305 


INSTRUMENT ASSEMBLERS with some elec- 
trical knowledge required, also test room assis- 
tants, for well-known instrument Company 
situated in North London. Good working con- 
ditions and canteen. Apply Box No. W 2210. 


JUNIOR ENGINEER required to assist with 
small batch production planning and engineer- 
ing of light electro-mechanical and audio equip- 
ment. London area. Applicants should be at 
least Ordinary National standard with good 
practical training. General knowledge of elec- 
tronics and some experience with test gear an 
asset. State age, details of education, technical 
training, experience and salary required. Вох 
No. W 2318. 


JUNIOR ENGINEERS interested in radio or 
radar are required in special English Electric 
Laboratory working on guided weapons pro- 
ject. Good prospects. Salaries between £350 
and £600 per annum according to qualifica- 
tions and experience. Write giving full details 
and quoting ref. 8150 to Central Personnel 
Services, English Electric Co. Limited. 24-30 
Gillingham Street, London, $.\/.1. W 2279 


JUNIOR ELECTRONIC ENGINEER wanted, 
of City and Guilds or National Certificate 
standard. Write giving full resume of ex- 
perience together with wage required to Box 
М.3039. Haddons, Salisbury Square, Bet 
2277 


ELECTRONIC ENGINEERING 


LABORATORY ASSISTANT with experience 
in electronics and/or electrical instrument cali- 
bration required for work of an interesting and 
varied nature in connexion with instrumenta- 
tion for aircraft engine flight development and 
allied projects. Apply giving details of ex- 
perience, salary required, etc., quoting reference 
С.11, to Box №. W 2278. 


LABORATORY ASSISTANTS required for 
development laboratories engaged on the design 
of experimental and prototype electronic equip- 
ment. Applicants should have a wide ex- 
perience of maintenance and installation of 
radio, television and radar and should write 
giving full details to Personnel Departinent 
(ED/51), E.M.I. Engineering Development 
Limited, Hayes, Middlesex. W 2238 


LABORATORY TECHNICIAN Male (тіп. 
age 25 years) required for the Electron Micro- 


scopy Laboratory, Biophysics Department, 
National Institute for Medical Research, The 
Ridgeway, Mill Hill, N.W.7. Experience т 


Electronics. desirable. 
and experience. | 
after probationary period. 


Salary according to age 
Permanent superannuated post 
3-4 weeks holiday 


per year. Apply in writing to Administrative 
Officer at above address. W 2276 
MANUFACTURERS of domestic radio and 


television in London W. have two laboratory 
vacancies:- (a) Qualified electrical or radio 
engineer (B Sc.(Eng.) prefcrred). Experience 
not essential. (b) Laboratory assistant. Some 


experience required. Ап evening class student 
could leave early once or twice a week. Both 
these will be supervised by an experienced engi- 
neer. The laboratory carries out design, 
development and testing work and other mis- 
cellaneous duties. Versatility, manual dexterity 
and some small knowledge of draughtsmanship 
are an advantage 10 applicants. Write stating 
qualifications, experience, and salary required 
to Box No. W 1371. 


MARCONI’S WIRELESS TELEGRAPH Со. 
Ltd., Cheimsford, have staf vacancies Гог 
Technical Assistants in their Test Division to 
work in all branches of electronic engineering. 
Candidates with suitable qualifications and good 
electronic experience will be considered. Good 
salaries paid to suitable applicants. The Com- 
pany operates a pension scheme. Please apply 
quoting reference 809A and giving full details 
to Central Personnel Services, English Electric 


Co, Limited, 24-30 Gillingham Street, London, 
S.W.l. W 2251 
MARCONI’S WIRELESS TELEGRAPH Со. 
Ltd., require Engineers for their Marine 
Development Group for work on radar and 
echo-sounding equipment. Applicants should 
have good academic qualifications апа рге- 


ferably have had experience on one of the 
above or kindred subjects. A short period of 


training will be given if necessary. Five day 
week. Good pension scheme. Please apply 
quoting Ref. no. 848A to Central Personnel 


Services, English Electric Co. Limited, 24-30 
Gillingham Street, London, S.W.l. W 2229 


MECHANICAL AND ELECTRONIC engi- 
neers required for interesting work on new 
project in expanding development unit, Man- 
chester district. Engineering Degree or equiva- 
lent with 4 years’ experience іп modern 
electronics (broad band amplifiers and tape 
recorders), or light mechanical systems ге- 
quired. Salary commensurate with responsibility 
and guaranteed rising scales. Posts are per- 
manent and pensionable. А few senior posts 
are available. Write in confidence stating ex- 
perience and qualifications to Box No. W 2302. 


MITCHAM WORKS LIMITED require a 
Senior Mechanical Designer. Applications are 
invited from men with Higher National Cer- 
tificate or equivalent qualifications with work- 
shop plus several years design experience in the 
mass ‘production of e'ectronic test equipment 
to commercial and service requirements, The 
man required for this position must be capable 
of taking full responsibility for the projects 
assigned to him. Salary not less than £650 per 
annum to the right man. Apply to Personnel 
Officer, Mitchan Works Limited, New Road, 
Mitcham Junction, Surrey. W 2241 


MURPHY RADIO LTD., have vacancies for 
senior mechanical designers in their electronics 
division. А full and varied programme ensures 
opportunity of widening experience with ex- 
cellent prospects. Application giving particu- 
lars of training and experience should be made 
immediately to Personnel Dept., Murphy Radio 
Ltd., Welwyn Garden City. W 2131 


PHYSICIST or Electronics Engineer required to 
take charge of a group engaged on long-term 
project of great national importance. Candi- 
dates should be British born, should have an 


Honours Degree and at least five years’ experi- 
ence їп ап electronics of communication 
engineering research unit, exclusive of any ser- 
vice experience. The post is permanent and 
pensionable and offers good prospects of 
advancement to а man prepared tor hard 
work. Apply stating full details and quoting 
Ref. A.A. to Box No. W 2327. 


PHYSICIST required for development work on 
electronic components in laboratory of large 
company situated in country area of Essex 


Suitable applicant should have Degree in 
physics and should be interested in develop- 
ment work—previous experience being an 
advantage. Accommodation will be made 
available to the selected applicant. Kindly 


state fullest details to Box No. W 2257. 


PHYSICIST with experience in the electronic 
field required to aid in the direction of a team 
of research workers investigating a new field 
in the use of electronic equipment. Only first 
class men with an Honours Degree in Physics 
need apply. The salary will be in conformity 
with the successful applicant's ability and ex- 
perience, but will not be less than £1,000 per 
annum.  Contributory pension scheme. Box 
No. W 2099. 


PHYSICISTS required for interesting work т 
the following fields:- (1) Applications of new 
materials to electronic engineering. (2) Cathode 
Ray Tube development. (3) Properties of 
magnetic materials and applications to magnetic 
tape recording. (4) Elec'ronic Engineering 
roblems including microwave applications. 
he posts are for permanent pensionable staff 
and carry good salary and prospects. Appli- 
cants should have a sound theoretical training 
with a Degree or equivalent and experience in 
one of these fields and should write giving full 
details and quoting ED/35. to Personnel 
Department, Е.М.1. Engineering Development 
Limited, Hayes, Middlesex. W 2236 


PHYSICISTS AND ELECTRONIC EN- 
GINEERS required for laboratory in Northamp- 
tonshire to carry out design of radio and 
electronic components from new ceramic and 
Magnetic materials. Previous experience desir- 
able. Salary £450-£650 according to qualifi- 
cations and experience. Box No. W 2052. 


RADIO MECHANICS required for work on 
centimetre equipments at Stanmore. Previous 
experience essential. Progressive staff positions. 
Five-day week. Write giving full details of age. 
experience and qualifications to the Staff 
Manager (Ref. GBLC/G/44), Research Labora- 
tories of the General Electric Co. Limited. 
North Wembley, Middlesex. W 2180 


RADIO AND RADAR Design Draughtsmen 
(experienced) required. Apply stating age, ex- 
perience and salary required to the Personnel 
Department, Kelvin & Hughes Limited, New 
North Road, Barkingside, Ilford, Essex. W 2227 


REQUIRED by an old established firm at their 
Research Laboratories, Borehamwood. Senior 
Draughtsmen for design of specialized Elec- 
tronic Equipment or Mechanical and Electrical 
precision devices. Sound general engineering 
and practical experience. Higher National 
Certificate standard preferred. Must be 
capable of undertaking design work calling for 
originality and initiative. Salary up to £625. 
Five-day week of 394 hours. Apply Box No. 


SALARIES up to £1,000 p.a. otfered to really 
good senior electronic engineers for work on 
aircraft and industrial instruments, The fac- 
tory is near the coast and pension scheme is 
in operation. Full experience and qualifications 
to Box 200 CRC, 29 Hertford Street, London, 


W.l. W 2315 
SALES MANAGER required for expanding 
business in telecommunications and industrial 


electronics. Appointment 
known Company. Essential qualifications and 
experience: (a) experience as a successful sales 
executive: (b) ability to deal with diverse appli- 
cations of electronics; (c) engineering ог 
scientific Degree or corporate membership of 
professional institution; in addition candidate 
should preferably: (d) have export experience 
(e) have experience of radio or line tele- 
communications or industrial electronics: (f) 
have earned not less than £1,500 per annum. 
Applications will be dealt with at Director level 


in London in well 
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STORAGE UNIT 


is designed to provide a comprehensive range of resistors 
for research and experimental laboratories and small 
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production units. It is supplied free with an initial Ref.| Type |Loading| Volts | Range | Dimensions 
purchase of T | t-watt| -watt | 250 10 ohms a" X 4/53” 

| t 


180 Type R Resistors (Order LSUC}) А | 3-а! I-wate | 500 10 megohms ixl 
or 240 Type T Resistors (Order LSUC}) Tolerance available 410%, +10% 41556 


Alternatively you may specify your own Ohmic values 
from the preferred range. Thereafter replacements and 
additions, ready carded, are always available from stock. 


Your local radio wholesaler will handle THE RADIO RESISTOR COMPANY LTD. 


your needs, but more detailed information 


€an be obtained from 50, Abbey Gardens, London, N.W.8. Tel. : Maida Vale 5522 


RESISTOR SPECIFICATION 
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in strict confidence; they should include salary 
required and full chronoiogical particulars of 
education, qualifications and experience to Box 
No. W 2314. 


SCIENTIST or Engineer required for important 
commercial post in Electronic Division of well- 
known firm in London area. Degree їп 
science or engineering and ability to conceive 
and carry through novel applications of elec- 
tronics to industrial processes. Commercial or 
industrial experience desirable. Appointment 
ofiers exceptional prospects in large organisa- 
tion pioneering new fields, and having extensive 
research and technical backing.  Particulars of 
education, experience and salary required, in 
confidence to Box No. W 2312. 

SENIOR AND JUNIOR DEVELOPMENT 
Engineers required in the Components Labora- 
tory of the Plessey Co. Ltd. The vacancies are 
in connexion with the design and development 
of components mainly for radio and te'evision. 
For the senior positions a Degree in engineer- 
ing or physics or equivalent qualification is 
required and for the Junior positions Inter B.Sc. 
or Higher National Certificate. Salary will be 
in accordance with qualifications and industrial 


experience. Applicants should state fullest 
details of experience to Personnel Manager, 
The Piessey Co. Limited, Ilford, Essex. W 2247 


SENIOR CIRCUIT ENGINEER is required bv 
the English Electric Co., for employment іп 
the London area. Experience of designing time 
bases, stabilized power packs and cathode ray 
monitoring circuits is essential, a Degree and 
an interest in production development is 
desirable. A good salary will be paid to the 
right man for this responsible position. Write 
giving full details, quoting ref. 921 to Central 
Personnel Services, English Electric Co. Limited, 
24-30 Gillingham Street, London, S.W.1 

W 2248 


SENIOR DRAUGHTSMEN: Metropolitan- 
Vickers Electrical Co. Ltd., require for their 
Trafiord Park works, a number of senior 


draughtsmen preferably with experience т 
Radio and Radar equipment. For qualified 
men these jobs are permanent, five-day week 
under good conditions. Apply in writing 
stating age, experience, qualifications, salary 
required, etc., marking envelopes “ Radio 
D.O.” to Personnel Manager, Metropolitan- 


Vickers Electrical Co. Limited, Trafford Park. 
Manchester. 17. W 2140 


SENIOR ENGINEER required to undertake 
development work on low frequency iron cored 
Components. Previous experience in this sub- 
ject is essential, and a Degree or equivalent 
would be an advantage. The salary will be т 
accordance with qualifications and experience. 
Apply in writing to Advance Components 
Limited. Back Road, Shernall Street, Waltham- 
stow, Е.17. W 2269 


SENIOR LABORATORY Engineer with ex- 
perience for te'evision development all circuit 
design work of high national importance. Ех- 
cellent prospects and conditions. Write, cali 
or phone Personne! Manager. Peto Scott E'ec- 
trical Instruments Limited, Weybridge Tradin3 
Estate, Weybridge. 4271. W 2226 
SERVO DESIGNER, aged 30-40 
salary £1,000-£1,500 according 
First or Second Class Honours Degree т 
Mathematics, Mechanical or Electrical engi- 
neering required but applicant should be well 
versed in all three branches. Considerable ex- 
perience required in the design of servo systems 
preferably for aircraft. The applicant, who wi'l 
be interviewed in London, will be responsible 
for the control of development projects com- 
prising electrical and hydraulic servo flying 
controls. W 2255 
SEVERAL DRAUGHTSMEN are required for 
work on electronic engineering projects. Some 
of the vacancies are for senior men of at least 
HNC standard who have spent a number of 
years in a Laboratory or Factory design depart- 
ment and are capable of original layout work. 
Other posts are for detailing draughtsmen 
capable of producing Workshop drawings from 
such layouts. Salaries will be at current levels 
according to qualifications and experience. 
Prospects of promotion are good and the posts 
fall within the Company's Pension Scheme. 
Application form from the Personnel Officer, 
Mullard Research Laboratory, Cross Oak Lane. 
Salfords, near Redhifl, Surrey. W 2117 
SEVERAL ELECTRONIC ENGINEERS or 
Physicists are required, who have graduated in 
Physics or Telecommunications and have two 
Or three years radar experience, to take charge 
of the development of particular sections of a 
project involving radar. The work includes 
design of pulse generators, timing wave form 


required, 
to experience. 


ELECTRONIC ENGINEERING 


oscillators, electronic computors, V.H.F. trans- 
mitters, and receivers and servo systems. In 
addition Technical Assistants are needed with 
H.N.C. or equivalent qualifications. All the 
positions avai'able are for work of high interest 
in a new and expanding field. Applications, 
which will receive prompt attention should 
give the fullest details of education and pro- 


fessional experience with appropriate dates. 
Apply Employment Manager, Vickers- 
Armstrongs Limited (Aircraft Sector, NT 


bridge, Surrey. 
SPERRY GYROSCOPE CO. LTD., Great West 
Road, Brentford, Middlesex, require Electronic 
Enyineers with good academic qualifications and 
apprenticeship required for development work. 
Experience in one or more of the following 
desirable:—Control systems, D.C. amplifiers, 
computing devices, video circuits, microwave 
techniques. Apply with full details of age, 
experience and salary required to the Personnel 
Manager. W 2220 


SPERRY GYROSCOPE CO. LTD., Great West 
Road, Brentford, Middlesex, require Electro- 
Mechanical Engineers with good academic quali- 
fications, apprenticeship, theoretical background 


and knowledge of production methods, for 
development work. Experience іп electrical 
methods of computation, servo theory and 


instrument design desirable. Apply with full 
details of age, experience and salary required to 
the Personnel Manager. W 2221 


TECHNICAL ASSISTANT required for work 
іп Materials Application Division. Qualifica- 
tions: Inter B.Sc. or equiva!ent with interest іп 
metallurgy. Apply giving age and fullest details 
of experience to: Personnel Department (ED/ 
55), E.M.I. Engineering Development Limited. 
Hayes, Middlesex. W 2273 
TECHNICAL ASSISTANT. Opportunity 
occurs in established progressive business cover- 
ing development оп electronic equipment 
app'ied to photography. South London. Indus- 
trial experience in measurements and circuitry 
an advantage. Qualifications Н М.С. or Inter 
B.Sc. Salary approx. #500 depending on ex- 
perience. Apply Box No. W 1780. 


TECHNICAL ASSISTANTS required for in- 
teresting Laboratory and Field work connecte i 
with Guided Missiles Project. Applicants to be 
between 20 and 35 years of age with, at least, 
National Certificate (Electrical) ог equiva'ent. 
Experience of R.F. technique up to 500 mc. 
would be an advantage. Full particulars to Bo« 
No. W 2191. 


TECHNICAL LABORATORY Assistants 
with experience in the fields of radio and elec- 
tronics are required for work in the Stanmore 
area. Apply in writing giving full details of 
age, qualifications and experience to the staff 
Manager (Ref. GBLC/G/820). * Research 
Laboratories of The General Electric Co. 
Limited, North Wembley, Middlesex. W 2139 
TECHNICAL WRITERS (Male or Female) 
required to prepare and edit reports and hand- 
books for publication. Qualifications: a good 
general training in electronics with wide prac- 
tical experience of electronic equipment, 
marked critical faculty (form and content) and 
ability to write clear English. Applicants shou'd 
write giving full details to: Personnel Depart- 
ment, ED/42, ЕМ.1. Engineering Develop- 
ment Limited, Hayes, Middlesex. W 2239 
TECHNICIAN agcd 24 to 30 years, required 
for the construction and maintenance of 
laboratory and process control electronic instru- 
ments. Experience їп electronics, radio ог 
radar is essential and app'icants should prefer- 
ably be capable of assisting in the design of 
new instruments. Applications marked "'Con- 
fidential" giving full details of experience and 
present salary to the Personnel Supervisor, The 
Yorkshire Copper Works Limited, Leeds. 10. 
W 2231 
THE FOLLOWING vacancies exist in the De- 
sign Department of a Company operating a 
large number of Wire Broadcasting Systems:— 
1. Senior Engineer to take charge of Radio 
Frequency Section. Must have a Degree and 
have had at least three years’ practical experi- 
ence of Television design. Salary: £800 to £1,000 
per annum, according to experience. 2. Junior 
Engineers, age 20 to 25. with Degree or 
graduateship of 1.Е.Е. or I.R.E. Salary £400 to 
£500 per annum. 3. Laboratory Assistants cap- 
able of wiring and testing radio equipment 
under supervision. Salary: £8 per week. Please 
send full particulars to Box No. W 2178. 
THE GENERAL ELECTRIC CO. LTD., 
Brown's Lane, Coventry, have vacancies for 
Development Engineers, Senior Development 
Engineers, Mechanical and Electronic, for their 
Development Laboratories on work of National 


Importance. Fields include Microwave and 
Pulse Applications. Salary range £400-£1,200 
10 


per аппшп. Vacancies also exist for specialist 


Engineers in Component design, valve appli- 
cations, electro-mechanical devices and small 
mechanisms. The Company's Laboratories 


conditions with Social 
uperannuation Scheme. 
Apply 


provide excellent workin 
and Welfare facilities. 

Assistance with housing in special cases. 
by letter stating age and experience to The 
Personnel Manager (Ref. СНС). W 2254 


THE PLESSEY CO. LIMITED, Vicarage Lane, 
liford, have an immediate vacancy for a 
Graduate Engineer between the ages of 25 and 
35 with an interest in light electro-mechanical 
devices and another for an electronic circuit 
designer. Applicants must be British born and 
should preferably have had some experience in 
design work in these fields. The posts are 
progressive and pensionable and are in a newly 
formed division of the Company. Salaries will 
be in accordance with: age and experience. 
App'ication should be made in writing to the 
Personnel Manager, quoting reference G.C. 
W 2246 


THE TELECOMMUNICATIONS DIVISION of 
The Plessey Company, requires for work in its 
laboratories at Ilford, a limited number of 
experienced E'ectronic Engineers. The vacan- 
cies are for work on long term projects in con- 
nexion with important defence and other con- 
tracts in the radio communication field. The 
successful app'icants will be required to take 
charge of portions of major projects under the 
direction of the Principal Project Engineers. 
Age is not important but the minimum qualifi- 
cations are either a Degree їп Physics or 
engineering or at least six years’ experience of 
advanced development work іп radio com- 
munication. Applicants should be of British 
birth. The posts are permanent and pension- 
able and very adequate salaries are available 
for the right men. Write in confidence to the 
Personnel Manager, The Plessey Co. Ltd., 
Шога, Essex, marking letter '* for the attention 
of the Chief Engineer—Telecommunications 
Engineering Laboratories. W 2245 


TUBULAR CAPACITORS. Manufacturer ге- 
quires services of Trade Representatives to in- 
troduce a new line. Applications invited only 
from those with extensive technical capabili- 
ties and with connexions with Radio апа 
Electronics industry. Good salary assured to 
successful applicant. Box A.C. 67452, Samson 
Clarks, 57-61 Mortimer Street, W.l. W 2317 


TWO PHYSICISTS or Electrical: Mechanical 
Engineers required for the deve'opment of auto- 
matic control installations and general process 
instrument work in the chemical industry in 
the Merseyside area. Candidates should have 
a First or Second Class Honours Degree and 
preferably some practical experience in industry 
Or in the Armed Services. Successful candi- 
dates will be appointed to the permanent statf 
with membership of the Pension Fund. Excellent 
prospects exist for properly qualified indivi- 
duals. Apply, giving full particulars to Staff 
Manager, Imperial Chemical Industries 
Limited, General Chemicals Division, Cunard 
Building, Liverpool, 3. W 2270 


VACUUM PHYSICS LABORATORY requires 
engineers or physicists experienced in develop- 
ment of special valves for radar applications at 
microwave frequencies particularly magnetrons, 
TR cells or Klystrons. Openings include 
senior positions for suitable applicants offering 
good opportunities for advancement. Apply 
quoting *‘ VPL ” and give full details of train- 
ing, qualifications and experience and salary 
expected to the Personnel Officer, Ferranti Ltd.. 
Ferry Road, Edinburgh. W 2303 


WANTED PHYSICIST or E'ectronic Engineer 
experienced in the design of high pressure mer- 
сигу arc tubes. Please app'y giving full details 
to Вох 129. Scientific Publicity Limited, 
Clifiord Inn, London, E.C.4. W 2293 


WELL-KNOWN RESEARCH LABORATORIES 
on the outskirts of London have the following 
vacancies for Mechanical Engineers: (1) Inter- 
mediate post, aged 28-35 starting salary £800- 
£1,250 according to age and qualifications. (2) 
Junior post. aged 23-27 starting salary £500- 
£700 according to age and qualifications. No 
special experience is required but the work бп 
which successful candidates will be employed 
is likely to include advanced problems in Servo 
Mechanisms including the development of small 
mechanisms and structures. All posts will be 
permanent and a superannuation scheme to 
which the firm contributes will be available to 
those successful candidates who wish to join. 
Applications must be made in writing by 31st 


CLASSIFIED ANNOUNCEMENTS 
continued on page 12 
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How serious is the challenge of your rivals in industry ? In the great TUFNOL CHALLENGES YOU! 
drive to maintain and increase the export trade in highly competitive The way in which 
world markets, production costs and efficiency are all-important. The Tufnol could help you 


я м А d in th 
fitness-for-purpose of the smallest machine-part is of vital concern to the may ыы 


ы nd a И N f informative literature 
industrialist of today; and Tufnol is helping his engineers to make : А 

which contains de- 
constant improvements in plant and equipment—for Tufnol is the 


tailed information. If 
material of enterprise and efficiency! The hand-controlled nozzle for 


you have any problems 

discharging dilute acids pictured above has the advantage of Tufnol's of plant or equipment 

extreme lightness in weight and its resistance to chemical action — but where Tufnol may 

these are only two of its unique combination of properties: it resists help, let us know. 
moisture and corrosion; withstands Normally it is supplied in sheets, tubes, rods, 


bars, channels and angles — 


extremes of climate ; can be lubricated р 
but shapes сап be specially 


made to order. We shall be 
glad to supply you with 
\ any other information. 


with water; has good tensile, shear 
and compression strength; will not 
split or crack or warp; and is an 
excellent electrical insulator. Where 


other materials show certain defi- 


ciencies in action, it is often found 
that Tufnol gives a greatly improved 


Illustration shows the nozzle hand petformance —and will enable you to 


REGISTERED TRADE MARK 
Г à Е , 4 
control here assembled for use hit an even higher production target MASS 
TUFNOL ЕТО . PERRY BARR: BIRMINGHAM - 228 
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SITUATIONS YACANT (Cont'd.) 


Deeember, 1951. Before appointment, candi- 
dates will be expected to attend an interview 
in the vicinity of London.. Reasonable travel- 
ling expenses will be paid. Apply Box No. 
W 2214. 


SITUATIONS WANTED 


ELECTRONIC ENGINEER.  Fluent German, 
reasonable French. Age 44. General know- 
ledge of modern practice. Requires progres- 
sive well paid sition within reach of W, 
London. ox No. W 1374. 


SALES MANAGER of well known components 
manufacturers desires change offering greater 
Scope. Well known at High level throughout 
set makers and Ministry departments. Good 
technical knowledge, able negotiator with 
excellent sales record. Box No. W 1375. 
YOUNG EXECUTIVE, A.M IEE, 12 years? 
industrial experience, 4  years' supervising 
development teams, seeks responsible post in 
electronics industry. Вох No. W 1372. 


FOR SALE 


AMERICA'S famous magazine Audio Engineer- 
ing, 1 year subscription 28s. 6d.; specimen 
copies 3s. each. Send for our free booklet 
quoting all others; Radio Electronics, Radio 
and Tele. News, etc. Willen Limited (Dept. 9), 


101 Fleet Street, London, E.C.4. 108 
DECCAHAN GRAMOPHONE. 200-250 volts 
A.C. with amplifier and loudspeaker. Fitted 


with stroboscope and output jack. An excellent 
high quality gramophone for the  musicat 
nomad. £20 or offer. Bath 5633. a W 1378 


MAGSLIPS at 1/10th to 1/20 of list prices. 
Huge stocks. Please state requirements. К. 
Logan, Westalley, Hitchin, Herts. W 116 
MERCURY SWITCHES are made by Hal 
Drysdale & Co. Ltd., of 58 Commerce Road, 
Wood Green, London, N.22. "Phone BOWes 
Park 7221-2. W 107 


MINIATURE STEEL Balls and Ball Bearings 
Swiss and German Precision Work. Quick 


ELECTRONIC ENGINEERING 


delivery. Distributors: Insley (London) Limited, 
119 .Oxford Street, London, Tel.: 
Gerrard 8104 and 2730. W 2290 


PURE BERYLLIUM FOIL  0.005-in. thick: 
Elgar Trading Limited, 240 High Street, Lon- 
don, N.W.10. W 141 


TOROIDAL COILS, manually wound to one 
per cent. Bel Sound Products Co., Marl- 
borough Yard, Archway, N.19. ARC. EOM 


WEBB'S 1948 Radio Map of the World, new 
multi-colour printing with up-to-date call signs 


and fresh information; on heavy art paper, 
4s. 6d., post 6d. On linen on rollers, 115. 6d., 
post 9d. W 102 


SERVICE 


FIRST-CLASS Maintenance Service of electronic 
and  electro-mechanical apparatus. Greater 
London area. Sub-contracts undertakem. Phone 
BRIxton 6745. W 1358 


GLASSBLOWING repetition and scientific, by 
Hall Drysdale,& Co. Ltd., of 58 Commerce 
Road, Wood Green, London, N.22. "Phone 
BOWes Park 7221-2. W 109 


Ж 


‘Radiospares” 


Quality Parts 


The 
Service Engineer's 
First Choice 


* 


_ Partridge Hews 


TRANSFORMERS 


from 5VA to 100КУА 
(POWER OR А.Е.) 
available for 


EARLY DELIVERY 
* 


Facilities are now available for 
prompt delivery of ‘‘ standard " or 
f'to specification" models. Each 
type ‘is backed by a specialist 
design and production service of 
nearly twenty years’ standing. Insist 
on ‘PARTRIDGE ’—and be вше. 


As supplied to 


B.E.A. @ Natlonal Coal Board 

@ British Railways @ Royal Aircraft 

Establishment @ and other Govern- 
ment Departments. 


PARTRIDGE 


TRANSFORMERS LTD 


ROEBUCK ROAD, 
TOLWORTH 
-Telephone 


KINGSTON - BY - PASS 
SURREY 
ELMbridge 6737 


Continuous 
Production 


of Pressings 
£) 6 Stampings. 


TELEPHONE 
VICTORIA 2295/6/7(P.8.x) 


12 


uantity Pressings and Stampings in Continuous 
Production, including drawn work in Brass and 

other Copper Alloys. Aluminium and Steel. to 

manufacturers’ requirements. 

Capstan and Automatic Machined Brass Parts up to 
x” bar diameter. 


Chrome 


Hot Brass Pressings up to l} Ibs. each. 
and Nickel 
Coppering. and all metal finishing. 


Rolled Brass and Aluminium Strip in coils or in 
lengths. 


WRIGHT, BINDLEY & GELL LIMITED 


PERCY ROAD, 
BIAMINGHAM, Il 


Plating, Polishing, Bronzing. 


GREET 


TELEGRAMS 
BINDLEY B’HAM II 
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Туре Мо. 


& G.C. instrument 


cathode ray tubes 


The above illustration shows a typical supply network suitable for the E4205:B-7; the 
deflection sensitivity increases as Маз 15 reduced until it is 0.28 mm/V at the minimum of 
600V. G.E.C. electrostatic instrument tubes are available in four standard sizes. All have 4V 
heaters and short-persistence green screens. Brief details are given in the table—for further 


Bulb Sensitivity information apply to the Osram 
| dia. (mm/V) Valve and Electronics Department. 


_| (mm) 


Е4103-В-4 


Е4205-В-7 


Е4412-В-9 


39 | Special screens are available to 


order. 


70 


A range of specialised tubes is 
90 | available for applications where 


normal types are unsuitable. Detailed 


Е4504:В-16 | 160 ~~ information is available upon receipt 
Hi | 


of requirements. 


THE GENERAL ELECTRIC CO. LTD., MAGNET HOUSE, LONDON, W.C.2 
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TORQUE /// OZ./NS. 


EVERSHED AND 


Telephone: Chiswick 3670 


EN FVERSHED 


SPECIAL DUTY 
F. 


Frame Size 


Frequency ы a 
an Type Voltage Phase CPS Speed Starting | Running 
Symbol ees г.р.т. Oz. ins. от. ins. 
EES 
FCi/O Asynchronous | 230 


FCIO/O | 
FEI6/C 


FEI7/A | 


FEIB/C 


H.P. MOTORS 


CHARACTERISTIC CURVES FOR 
ASYNCHRONOUS MOTORS 


LOW RESISTANCE 
ROTOR 


3000 (50 и) 
SPEED 3600 (60 o) 


No Load | Torque 


Synchronous 230 


Synchronous 230 


Asynchronous 


Asynchronous 230 1 50 2950 


DATA SHEET №. 4 


TYPICAL 
A.C. MOTORS 


1) The motors may be 
supplied wound for 60 C.P.S. 
and other voltages. 


2) The asynchronous motors 
can be supplied with 
high resistance rotors giving 
high starting torques. 


Send for the 
Evershed Small Motors’ 
Data Book EE 22 


VIGNOLES LIMITED 


ACTON LANE WORKS - CHISWICK - LONDON - W.4 


Telegrams: Megger, Chisk, London 


Cables: Megger, London 


ELECTRONIC ENGINEERING 14 


5/169 


DECEMBER 1951 


Germanium 
CRYSTAL RECTIFIERS 


for 
Radio & Television Receivers 


The ideal replacement for a thermionic diode; needs 
neither heater supply nor valveholder 


Small in size - Long life · Light weight - Low price 


—BRITISH THOMSON-HOUSTON— 


Member of the AE! group of companies 
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BAKER PLATINUM LIMITED 


(IG XD 


The Baker * Deoxo" Gas Purifier provides a highly efficient and trouble- 
free catalytic method of removing unwanted oxygen from hydrogen. 
Also the removal of either of these gases from Nitrogen, Argon, 
Helium, Neon, Carbon Dioxide, and saturated hydro-carbons, 

The * Deoxo'' standard Purifier wil! remove up to 1% oxygen or 2% 
hydrogen. High purity is consistently produced, the remaining 


impurity being less than one part per million (.0001%). 


OPERATIONAL ADVANTAGES 


As catalytic reaction commences at room temperature, 
this purification system offers the following advantages :— 
NO auxiliary heating required e МО water. cooling 


required -e МО’ operating expenses (е "NO maintenance 


expenses. 


A copy -of the illustrated publicatton, giving. 
full details of the ‘ Deoxo' process, will be 


forwarded on application. 


Technical representatives are always available 


Jor consultation and advice. 


BAKER PLATINUM LIMITED 
52 HIGH HOLBORN, LONDON, W.C.1 


Telephone : CliAnvery 8711 *Déoxo' 260-50 Model 
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Condenser leadership 


-from the inside! 


Unique wire and cyelet 
assembly ensuring complete 
mechanical and electrical 
connection. Robust outer aluminium 

casing. 


Synthetic rubber bungs giving 
full hermetic seal. 


Heavy gauge aluminium 
wire secured to the foils. 


Pure aluminium foil 
and paper element. 


** All-aluminium " поп-сог- Viscous electrolyte. 
rosive internal construction. 


Т.С.С. '* Picopacks '' feature a unique yet simple construction 
which alone makes possible the manufacture of these miniature 
electrolytic condensers. !n keeping with the famous T.C.C 
‘t Micropack " and ‘' Lectropack "' ranges, 
they embody the ''ALL-ALUMINIUM "' 
technique using specially developed viscous 
electrolytes giving good characteristics at 
high and low temperatures. À range cover- 
ing working voltages from 6 to 350 D.C. 
has been standardised, having numerous 
applications in such small assemblies as are 
found in car radios, mobile transmitters. 
hearing aids, etc. 


*PICOPACK" ELECTROLYTIC CONDENSERS 


(REGD.) 
THE TELEGRAPH CONDENSER CO. LTD - RADIO DIVISION - LONDON - W.3 · Tel: Acorn 006! (9 lines) 
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ENGLISH ELECTRIC 


electronic insulation tester 


' ENGLISH ELECTRIC 
ELECTRONIC 
INSULATION TESTER 
10 kV DC. 


MARANCE рр ADANOLTS 


т 
ONISATION G AMPLIFIER 
© 
QN 
= MADE IN ПМ „о 


o 


LIMITED LONDON 
NS == — 


THE ENGLISH 2ELECTRIC sols 
ча Pe =: 


Designed for industrial electrical testing 
it provides Гог the first time 10-KkV D.C. in a truly portable equipment having 
the following outstanding features : 
Non-lethal output adjustable from 500 High accuracy on comparative tests. 
to 10,000-volts. Rejection of surface leakage current. 
Measurement up to 250,000 megohms. Aural indication of ionisation. 


Price Ё$$ - Size: 15" x 10" x 6" > Weight : 23 Ibs. 


The ENGLISH ELECTRIC Company Limited 
QUEENS HOUSE, KINGSWAY, LONDON, W.C.2 


Industrial Electronics Dept. Stafford 


Works: STAFFORD * PRESTON * RUGBY : BRADFORD ~ LIVERPOOL 


EIN. I. 
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QUARTZ CRYSTAL 
ACTIVITY TEST SET 


UNSURPASSED AS A SIMPLE & ACCURATE INSTRUMENT 


FOR THE MEASUREMENT OF CRYSTAL PERFORMANCE 


^ a С 
$9" meet E 


ом ee 


Ф 


SMARTS сауут 
тА, 
А AST HAT Чаир nay 
СА, 


ce i^^ TO юн. / 
d 


The G.E.C. Quartz Crystal Activity Test Set measures the equivalent parallel 
resistance of a quartz crystal when oscillating in a circuit having an input capacity 
of either 20 pF. 30 pF or 50 pF, the alternative capacities being selected by a 
switch, 


The dial is calibrated and has a range of 4 kilohms to 130 kilohms and is direct 
reading. No calculation is necessary. Measurements can be made at any con- 
venient amplitude of oscillation up to 10V. R.M.S. at the crystal terminals for 
crystals of normal activity. 


The accuracy of the loss dial calibration is + 2%. 


WRITE FOR DESCRIPTIVE LEAFLET— 


SALFORD ELECTRICAL INSTRUMENTS LTD. 


PEEL WORKS Я SILK STREET : SALFORD А LANCS. 
Subsidiary of THE GENERAL ELECTRIC CO. LTD. OF ENGLAND 
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C.1.27 


Can this Instrument 


solve a problem for YOU? 


Here, in the Physics Laboratory of 
the British Iron and Steel Research 
Association, is a COSSOR Double 
Beam Oscillograph in use. Many other 
industries, ranging from nylon spinning 
to the manufacture of jet engines, now 


Here are some details: 
The Double Beam 
Tube presents two 
simultaneous inde- 
pendent traces over 
the full diameter of a 
90 mm. screen, and 


use this versatile instrument. Typical 
everyday applications are the tracing 
of noise, strain and vibration; and the 
answer to long-standing industrial 
problems is often provided. Our manent photographic 
technical advisory staff will quickly let records may be made 
you know whether the Oscillograph using the Cossor 
can help with your problems. Model 1428 Camera. 


COSSOR 


OSCILLOGRAPHS 
Please address enquiries to г 


А. С. COSSOR LTD., INSTRUMENT DIVISION · (Dept. No.2) HIGHBURY GROVE ° LONDON, N.5 


provision is made for 
the measurement of 
both input voltage 
and time upon the 
calibrated dials, Per- 


Double Beam 
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The Metrovick 
MAGNETIC | 
AMPLIFIER/THYRATRON 
CONTROL SCHEME 


The magnetic amplifier thyratron combination is a 
semi-electronic equipment designed for industrial app- 
lications requiring good accuracy of control with wide 
range of speed or torque regulation, and may be used 
in many cases where hitherto only fully electronic 
equipment has been available. The reduction in the 
number of consumable components and high impedance 
circuits increases reliability and simplifies servicing. 
Speed ranges of 20:1 or more with accuracy to 
about 295 of maximum speed are obtainable. The 
equipment may also be used in fully automatic schemes, 
for example tension control in reeling and speed 
relationship between individ- 
ual motors on continuous 
strip processes etc. P 


The illustration shows а -standard 
equipment for up to 1 hp rating, 
used for machine tool drives, or tension 
control in rubber and plastic industries. 


Write for descriptive leaflets Nos. - 
98[1-1 and 98/2-1 which give 
further details of speed and torque 
control systems, | 


METROPOLITAN-VICKERS ELECTRICAL COMPANY LIMITED, TRAFFORD PARK, MANCHESTER, 17 
Member of the А.Е. group of companies 


METROVICK for simplification in electronics. 
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Н.Т. Supplies 


The Ediswan ESU150 half wave mercury vapour 
rectifier is very suitable for use in the Н.Т. supply 
circuit for a medium power transmitter, modulator or 
R.F. heating equipment calling for a high voltage, 
high current D.C. supply. 

Supplies of this reliable, long life valve are at 
present available ex stock. 


RATINGS DIMENSIONS 
Filament Voltage (volts) Vf 4.0 Maximum Overall Length (mm) пе 
Filament Current (amps) If 10 Maximum Diameter (mm) 
Maximum Peak Inverse Approximate Nett Weight (ozs) Й 
Anode Voltage (volts) Approximate Packed Weight(ozs) 5 
P.I. V.(max) 10,000 Approximate Packed Export 
Maximum Peak Anode Weight (Ibs) 34 


Current (amps) la(pk)(max) 2.0 
IE bur M 
urrent (m a (av 5 р 
Ambient Temperature Range 10°-50° C BASING 
Cathode Heating Delay Base G.E.S. Filament 
Time (secs) 60 Top Cap Anode 


‚эё. c 


THREE PHASE FULL WAVE RECTIFICATION 
EMPLOYING SIX ESUI50 VALVES 


«95 50 


Qd 2.4, 


ftw, 
+» 


иона енин лнн E EE OTT 
2 ^ 2 Teese "rs 


NOTE- 
L. C. Filter only necessary 
when ripple in the d.c. output 
must be less than 4%. 


SPECIAL PURPOSE 


VALVES 


THE EDISON SWAN ELECTRIC CO. LTD., 155 CHARING CROSS ROAD, LONDON, W.C.2 
Member of the A EJ. Group of Companies 
ЕҮ72 
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High permeability 
magnetic alloys 


by Standard 


| bave steadily been improved and 
extended in range over many 
years and are produced by a 
Company which bas the unique 
advantage of being large scale 

| | users of these materials. 

As a result of this, much direct 


| | 
V-PERMENDUR for high рег- 
meability withunusuallyhigh 
flux density. Specially appli- 


PERMALLOY C for highest 
initial permeability. Useful 
for wide frequency band 
transformers,currenttrans- 
formers, chokes, relays and 
magnetic shielding. 


experience of the requirements 
and the applications of magnetic 
alloys is available, thus giving a 


ed to high quality diaphrams | 
and pole pieces. PERMALLOY B for higher flux 
densities than Permalloy С 
and high incremental perme- 
ability. Suitable for low 
power and intervalve trans- 
formers. 


full appreciation of the desirable 
characteristics and the actual 
conditions of use. 


PERMALLOY D for very high 
resistivity without undue 
lowering of maximum flux 
density or of Curie point. 
Small variation of perme- 
ability with frequency, {deal 
for Н.Е. applications, 


Standard Telephones and Cables Limited 
Registered О ке: Connaught House, Aldwych, London, W.C.2 
TELEPHONE LINE DIVISION North Woolwich. London, Е.16 > ALBert Dock 146) 
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ON 12TH DECEMBER 190! Marconi did what many distinguished scientists said was 


impossible. He transmitted a wireless signal across 2,000 miles of ocean, from Poldhu 
in Cornwall to St. John's in Newfoundland. ша prophetic report The Times called 


this an event “ the importance of which it is impossible to over-value’’. 


MARCONI serves mankind 


MARCONI'S WIRELESS TELEGRAPH COMPANY LTD . CHELMSFORD . ESSEX 
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PARMEKO TES 


} NEPTUNE 


SERIES TRANSFORMERS 


Pre. 

[| =... 

1 = a es any 
l 

\ 

) 


Electronic 


Engineering 


Incorporating! ELECTRONICS,JTELEVISION and SHORT WAVE WORLD 
Managing Editor, Н. С. Foster, M.Sc., M.LE.E. 


ж 


The first range of Transformers 


Vol. XXIII DECEMBER 1951 No. 286 


to be granted 
INTER-SERVICE TYPE APPROVAL 
(under RCS 21h) 
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The tremendous reception 

accorded Parmeko's Neptune 
Series since their introduction 

has confirmed the belief 

that one of the major needs of 
the Electronic Industry was 
for а smaller, lighter, and 
more efficient transformer, 
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MULLARD LTD 
CENTURY HOUSE 


Series Parallel 
Vh - 126 6.3 V 
In - 0.9 1.8 A 


CAPACITANCES 


Each section 
Cgl-all - 10.5 uu F 
Ca-all - 3.2 uuF 
Ca-gl - <0.08 uuF 


Two sections in 
push-pull 

Cout id 

Cin =, 


2.1 uF 
6.7 uF 


LIMITING VALUES 


V, max.- 600 V 
р, max.- 2x20W 
У:2 max.- 250 V 
peo max.- 2x3W 
Vel max. - —115 V 
ра max.- 2x1W 


I, max.- 2x120 мА 
f max. (at reduced 
ratings) 486 Mc/s 


BASE: B7À 
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DOUBLE TETRODE 


The new Mullard double-tetrode, QQV06-40, is 
designed for wide-band operation as an R.F. 
Amplifier, Modulator, or Frequency Doubler 
and Tripler. 

An improved version of the American 829B, 
the QQV06-40 has the outstanding advantage 
of very small output capacitances which permit 
its use at frequencies up to 500 Me/s. In 
addition, the comparatively low inter-electrode 
inductance of this valve, obtained by the use of 


a common box screen grid, enables it to operate at V.H.F. with 
a higher stability than has yet been attained by valves 

in this class. 

When used in tuned-anode, tuned-grid transmitters, the stability 
of this double-tetrode is increased even further by the use of 
internal neutralizing condensers. 

Other important design features are :— 


1. 


3. 


Direct and short connections between pins and 
electrodes, causing lower inductance and resistance. 
No insulating parts (mica or ceramics) between anodes, 
resulting in lower losses at V.H.F. 

Screened micas, preventing possible losses due to 
contaminated mica. 


Brief technical information on the QQV06-40 is given here. 
Full information on this and other valves in the Mullard range 
will be supplicd on request to the address below. 


COMMUNICATIONS AND 
SHAFTESBURY AVENUE 


хы? 


Mullard 


LONDON. WC2 


мут ит 
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INDUSTRIAL VALVE DEPARTMENT 


Listen to the radio in E VERY room 


— for as little as 42l- 


ONE Stentorian Speaker will enable 
you to enjoy perfect listening in every room. 
Simple wiring and a 2 amp. socket in each 
room, easily and cheaply fixed, mean a 
Stentorian can become your portable radio, 
providing entertainment in any room in the 
house, for as little as 42/-. Reproduction 
is, in most cases, better than that given by 
the set itself. 

Send for leaflets or, better still, ask your 


usual dealer to demonstrate. 


WHITELEY ELECTRICAL RADIO co. LTD 


иу lentorian 


EXTENSION SPEAKERS 


@ Illustrated here is the Bude, price 42/- 
Other models include the remote control 
button which, in conjunction with the 
‘Long Arm' Remote Control, enables the 
Radio to be switched on or off from any 
room in the house. 


MANSFIELD к NOTTS 


ТЕ СОК R.F. CABLES _ 


Technical excellence supported by constant research and an 
unrivaled knowledge and experience of Radio Frequency Cable 
applications, ensures the continuance of the lead established 
by TELCON in this field. 


Even before the introduction of Telcothene* as a cable dielectric, 
an application pioneered by TELCON, a range of Radio 
Frequency cables with unique capacity and attenuation 
characteristics was produced, using Telconax. 


Today, developments are still going on and the solution of any 
problems involving the application of Radio Frequency cables 
will be found in the wide range manufactured by TELCON. 


Ж Telcothene (Reyd.)—Polythene processed by Telcon to provide specific characteristics 


Ask also for details of 


TELCON METALS 


Head Office : 22, Old Broad Street, London, E.C.2. Tel : LONdon Wall 7104 
Enquiries to : Telcon Works, Greenwich, 5.Е.10. Tel: GREenwich 3291 


(b 
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NAGARD HIGH GAIN D.C, 
AMPLIFIERS 


UNIT DESIGN provides for interchange of 
Amplifier Units fed from а common power unit, 
which is adjustable for constant voltage over wide 
range of mains variations. 

Each amplifier unit is voltage calibrated by ‘the 
D.C. Level Control to 5 per cent accuracy and 
provides push-pull output suitable for undistorted 
display on 6-in. C.R.T. 


RESPONSE 


103/12 | OS! Mes "EC NE 
103/13 0—200 Kc/s 100,000 


— Both the above are modulated carrier D.C. 
NEW ADDRESS О e —— Amplifiers with two push-pull input channels and 
our step att enuators. 


Type 103/2—Response 0—10 Mc/s, rise time 0.05џ sec., gain over 200, push-pull 
output 130 V, can be supplied with cathode follower probe unit for signals up 


NAGARI) to 50 volts. 


aa LTD FOR THE DISPLAY AND MEASUREMENT OF ALL PHENOMENA 


18, AVENUE RD., BELMONT, SURREY 
Telephone No. : Vigilant 0345. 


 STABILISED — 
POWER SUPPLY 
TYPE 705 


TeS Unit provides a stabilised direct voltage, continuously 
variable fróm 200-350 volts, which may be used with either the 
positive or negative lines earthed or with the output floating. An 
unstabilised alternating supply of 6.3 volts, the centre tap of 
which may be strapped to earth, is also available. 


WHICH CAN BE TRANSLATED INTO ELECTRICAL POTENTIALS 


Both voltage and current meters are incorporated to enable a 
continuous cbeck to be kept on the operating conditions, and the 
instrument is suitable for either bench use or forward mounting 
on a standard 19 in. rack. SPECIFICATION 


Stabilised Output : Continuously variable from 
200-350 volts at maximum 
Р currents of 200-100 milliamps. 
Stability : 30.5% for +10% supply volt- 
age change. +0, —0.5% from 

no load to full load. 


Impedance : 5 ohms. 

А.С. Output : 6.3 volts 5 amps. 

Dimensions : 19 in. wide x 12 т. high x 83!in. 
deep. 


Illustrated descriptive leaflets of this or any other Airmec instrument will be forwarded upon request 


AIRMEC HIGH WYCOMBE e BUCKINGHAMSHIRE e ENGLAND 


LABORATORIES LTD. Telephone : High Wycombe 2060 Cables : Airmec High Wycombe 
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А.Т. Я ө 


WIDE BAND MATCHING UNIT 


The “A.T.M.” wide band matching unit is 
designed to meet the need for matching 
different impedances over an extensive 
frequency range. The type shown here is 
for matching a 600-ohm balanced open- 
wire feeder from a receiving aerial to a 
75-ohm unbalanced coaxial cable. Altern- 
ative types can be provided for match- 
ing other impedance values, either 


balanced or unbalanced according to 


individual requirements. The units are 


Dimensions 7" x 41" x 22" overall. Weight 

4316. approx. Construction complies with . compact and light in weight. 
climatic and weather-proof requirements of А E 
the relevant Inter-Service specifications. Please write for full details. 


INSERTION LOSS 
BALANCE RATIO 


" 
о 
| 
| 
BALANCE RATIO — db 


EI 
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| 
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[0] 
J 
2 
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= 
а 
ш 
A 
2 


5 6 7 8 910 
FREQUENCY — Mc/s 


Characteristics of Wide Band Matching Transformer. 
6002 Balanced: 750 Unbalanced. Power rating: 1 watt. 


AUTOMATIC TELEPHONE & ELECTRIC CO. LTD. 


(RADIO & TRANSMISSION DIVISION) 


Strowger House, Arundel Street, London, W.C.2 


Telephone: TEMple Bar 9262 Telegrams: Strowgerex, London. 


A14061-B 107 
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Backed by 50 years manufacturing experience Connollys 


б 0 N N 0 L L range of winding wires are unsurpassed for quality. 
Y 5 Whether the insulation 


consists of Enamel, Cotton, 
Silk or Rayon, strict tech- 
nical control over every 
stage of manufacture—plus 
a priceless fund of ex- 
perience—ensures uni- 
formity of quality of the 
highest degree. 


\ 
yw M aw 


NM Qus 
ve 


Send for free leaflets 
describing these products 


FOR ALL TYPES OF 
WINDING WIRES 


The largest manufacturer of flne enamelled wire inthe world 


CONNOLLYS (BLACKLEY) LTD. 
MANCHESTER 9 CHEetham Hill 1801 


CONYMEL 
WIRE 


€ 


ier ee 
ro 
-— X 


London Office : 34 Norfolk Street, London, W.C.2 TEMple Bar 5506 
Birmingham Office : |9 Bent Avenue, Quinton, Birmingham, 32. WOOdgate 2212 


Austinlite ‘Fifty’ 


soamps at 450 volts А.С. ay 
(slow break). 20 amps А 
at 250 volts D.C. (quick i 
break). Also available 
with6 or8-way mechanism 


for tapping etc. 


Austinlite switches are built for heavy duty. 
Their intelligent use for all forms of motor 
control including reversing, star delta 
starting and dynamic braking can save the 
à expense of separate contactors or relays, 

Austinlite * Thirty’ | \ 


30 amps at 250 volts А.С. (slow 
break). r5 amps at 440 volts 
А.С. (slow break). 5 amps at 
230 volts D.C. 


For heater selection, on load trans- 


À former tap changing, or change-over 


send us details of your switching problem ? 


. Cut your control gear costs 


Ausrinlite switches are used and specified by: The Admiralty ; British Electricity Authority у 

The Air Ministry; British Broadcasting Corporation ; General Post Office; Crown Agents 
for the Colonies ; National Physical Laboratory ; Royal National Lifeboat Institution and 
rnost of the leading electrical manufacturers in Great Britain. 


; Chance. ЖИТ, 


AUSTINLITE LIMITED (A subsidiary of Chance Brothers Limited) 
Dept. A.S, Lighthouse Works, Smethwick go, Birmingham. Tel: West Bromwich 1824 
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Put your name on our mailing list 


for ТЕСЕ Ted IQUE 


A JOURNAL OF INSTRUMENT ENGINEERING 


* Resistors 

* Inductors 

К оной AVAILABLE FREE OF CHARGE 
* Oscillators | 

* pH eters 

votis (Pee e e TO RESEARCH WORKERS 
* A.C. Bridges 
* Key Switches 


* Stud Switches TO TECHNICIANS 


* Phonic Motors 

а O ss onis TO SCIENTISTS 

* Control Knobs 

* Standard Cells e IO ENGINEERS 

б Wave Analysers 

* Transformers & Chokes = 

* Instrument Dials and others who are interested in scientific and 
* Resistance Boxes , 5 

^ Wheatstone Bridges electronic instruments 
+ Phototelegraphic Equipment 
* Servo& Remote Control Equipment 


POST 
THIS 
COUPON 
TODAY 


and their applications 


Т, — туғ I =] 


MUIRHEAD & Co. LTD. 


PRECISION ELECTRICAL INSTRUMENT MAKERS 
BECKENHAM · KENT · ENGLAND 


Telephone : BECkenham 0041 


PRECISION 


MUIRHEAD 


ELECTRICAL INSTRUMENTS 


Telegrams & Cables : MUIRIIEADS ELMERS-END 
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To all our friends we send 
Christmas Greetings and wish 
them Health, Happiness and 


Prosperity in the coming year 


from 


Garpners Rapigz, 


THE HOME OF 


SOMERFORD X MINIFORD TRANSFORMERS 


SOMERFORD >- CHRISTCHURCH >: HANTS > PHONE: CHRISTCHURCH 1025 


The most accurate measuring instruments Available in all the standard ranges in 
in the world are only of use if they can be sizes 3”, 34” and 6”. Let us know your 
read easily. A feature of the range of Pullin requirements and we shall be pleased to 
Rectangular instruments. is the extreme make recommendations regarding suitable 
legibility of their scales. instruments. 


PULLIN RECTANGULAR struments 


Measuring Instruments (Pullin) Ltd.. Electrin Works, Winchester St., London. W.3. Phone: ACOrn 4651 
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Which switch 


fits the 


niche 7 


TYPE B.T. 


i 


By the time that has rolled round your tongue half a dozen times the Type 


В.Т. Switch could be fitted! It's that sort of switch—small, compact, designed 


specially to fit easily into small spaces. It'll save you a lot of trouble. We have 


recently included some new features. Неге they are — 


WALTER SWITCHES — MADE FOR LIFE е 


Walter 
Instruments 


LIMITED 


The contact blades are fixed in a new way. 
This makes them completely rigid all the time. 


The drive spindle is positioned definitely in 
the wafer. This provides double bearing. 


Steady contact resistance. 

Improved insulation between contacts. 
Positive contact. 

Self-cleaning action. 

All these make the Type B.T. a better switch 
—more efficient and lasting. In fact just the 


switch you need for limited space and 
simple switching. 


WALTER INSTRUMENTS LIMITEC, GARTH ROAD, LOWER MORDEN. SURREY. TELEPHONE: DERWENT 4421-2-3 
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DUREX ABRASIVES LTD. wish to announce 
that as from June 1451, 1951, the name of the 
Company has been changed and is now the 
MINNESOTA MINING & MANUFACTURING 
COMPANY LTD. Identification will be as 
before, except that the words '' Scotch Boy `` 
will be used instead of '* DUREX ' "asa prefix 
to the name of the material, e.g., * Scotch Boy ”' j 
Magnetic Recording Tape instead of '' Durex ' 
Magnetic Recording Tape. 


Existing high standards in the quality of 
the products will be maintained, the 
change is in name only. 


SCOTCH BOY 


2 


оси HT 


ТИ 83441 


АМОТЕЕК ЗМ PRODUCT 
COMPANY 


Manufactured by :— 


MINNESOTA MINING & MANUFACTURING COMPANY LTD 
167, STRAND, LONDON, МУ Gore 2s and SLOUGH 
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The “Belling-Lee” page 
for Engineers 


„+ 


-I285' DIA FIXING 


| HOLES. TO TAKE CABLE SCREEN -MO'DIA 
TIN DIPPED Е 625/5 L 625/P 


"SCREENECTORS" 


This new range of screened connectors in light alloy is 
based upon: the draft R.E.C.M.F. specification for a 
non-reversible screened plug and socket to load cables 
METHOD OF up to 0.24 in. diameter over the braid. 
LOADING IS 


Single or multi-pole contacts may be assembled into the 
SHOWN BELOW common housings which are designed so that various 
applications may be employed—e.g., line connector, flex 
plug and chassis socket and vice versa, through chassis 
(bulkhead) connector, each part interchangeable in its 
appropriate position in the assembly. i 


CLAMPING RING REMOVE S46 OF OUTER WASHER 
COVER AND TRIM 
RUBBER WASHER CONDUCTOR в’ 


b = риа PACKING RING. / RUBBER 
CONNECTOR BODY < SLEEVE 


= J 
CONTACT ASSY RETAINING SHROUD RETAINING NUT 


— -———— | 


— + ETIE E» Other design features include: (1) High grade 
| Chants ка LS , 16255 | 17195 bakelite insulators. — (2) Simple assembly and loading. 
ой cium | jum | (3) Positive quick-action locking device. (4) Machined 


light alloy screened housing finished for instrument 


Characteristic | Contact Capacitance | А 
panel requirements. 


| Туре Impedance Resist- [Conductor] Conducted] | 
ohms *® — , ance | conductor мгевя | 


| Sear = 25] r 25 pF The characteristics of these connectors are shown 
P pote = C] - | opposite. 
* ALI Mejs 
| EE LTD 


CAMBRIDGE ARTERIAL RD., ENFIELD, MIDDX., ENGLAND 
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WAVE 
ANALYSER 


TF 4550/1 


For direct measurement of the components 
of complex audio waves, the TF 455D/1 
comprises a super-heterodyne system with 
intermediate frequency amplifier tuned sharp- 
ly to 500 kc/s. The local oscillator, supplying 
a variable carrier, is calibrated in terms of 
input frequency. 


'The instrument covers the band 20 to 16,000 
c/s with input amplitudes between 100 micro- 
volts and хоо volts, extensible to 30 „У and 
3oo V. Normally mains-operated, it may also 
be used on batteries. 


MARCONI instruments 


MARCONI! INSTRUMENTS LIMITED, ST. ALBANS, HERTS. PHONE: ST. ALBANS 6161/7 


London Office : Marconi House, Strand, W.C.2. Midland Office: 19 The Parade, Leamington Spa. Northern Office : 30 Albion Street, Hull. 


Vaeuum Leak Detection 


... now a simple 
problem 


most ably and conveniently mastered by 
the introduction of Edwards’... 


PALLADIUM BARRIER LEAK 
DETECTOR The unique sensitivity and 
specific response of this instrument bring 
it within comparison with the mass spec- 
trometer... but without its complications 
or expense. 


Also available . . . 


HiGH FREQUENCY TESTERS 
for probing delicate glass-work, Continuous 
in operation and can be held and con- 
trolled in one hand. 


Warm Seasonal Greetings to our 
Many Friends at Home and Oberseas 


ET bette vacuum Jeice 
YEARS VACUUM EXPERIENCE 


Telegroms : Edcohivoc, Souphone, London. 


& СО. (оноон) LTD. 30 
LOWER SYDENHAM * LONDON · S-E:26 


Telephone: SYDenhom 7026 (8 lines) 
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3}/160Е (TRIODE) 
Filament 10 volts 29 amp. 

Ratings Va3kV. Іа 1 amp. 

Wa | kW. Мах. trequency 120 Me/s. 
Overall diameter 2'5 ins. Г 
Max. height 52 ins. ] 


3]/260Е (TRIODE) 
Filament 10 volts 80 amp. 
Ratings Уа 11 kV. Та 5 amp. 


Wa 20 kW. Мах. frequency 30 Mc's. © 
Overall diameter 8:031 ins. v 
Max. height 15:125 ins. | pb 


Incorporate thoriated 
tungsten filaments. Efficient 
air-blast cooling. Require 
exceptionally low filament 


power. Facilitate the 
3]/192Е (TRIODE) 

Filament 5 volis 66 amp. 

Ratings Va7kV. Ја 2 атр. 

Wa 4:5 КМ, Max. frequency 22 Mc/s. 
Overall diameter 5°875 ins. 

Max. height 8:750 ins. 


design of simpler and smaller 


radio equipment 


5)/180Е (PENTODE) 

Filament 10 volts 28 amp. 

Ratings Уа 6 КУ. Іа 1:5 атр. 

Wa Y5 kW. Max. frequency 25 Me/s. 
Overall diameter 5:875 ins. 

Max. height 8750 ins. 


Standard Telephones and Cables Limited 


Registered Office: Connaught House, Aldwych, London, W.C.2 


RADIO DIVISION, OAKLEIGH ROAD, NEW SOUTHGATE, LONDON, N.I 
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| 


— FERROXCUBE 


FERROMAGNETIC FERRITE 


FOR TELEVISION 


TE improvement in television components, with their smaller 
size and greater efficiency, 1$ largely due to Ferroxcube, the new 
Mullard magnetic core material. 

The uses of Mullard Ferroxcube in the production of TV com- 
ponents fall into these three main groups : 


LINE OUTPUT TRANSFORMER CORES 

Since the advent of wide-angle television tubes, with the accom- 
panying demand for increased E.H.T. supplies, the need for line 
output transformers of the highest possible efficiency has been 
greater than ever. Mullard Ferroxcube, with its low iron losses, 
completely fulfils this need — also facilitating the assembly of 
small, compact transformer units by means of solid, non-laminated 
U-shape cores. 

DEFLECTION COIL ҮОКЕ$ 

Mullard Ferroxcube cores in ring form are ideal for producing the 
magnetic circuit around deflection coils. Used in this way, 
Mullard Ferroxcube makes possible the construction of efficient 
deflector coils with a high Q factor. In order to simplify assembly OTHER APPLICATIONS 
problems, these ring cores are supplied either in the form ofa In addition to its uses in television receivers, Mullard Ferroxcube 
complete circle, as two semi-circles, or as castellated yokes. is also being widely employed in line communications, radar, 
LINEARITY AND PICTURE WIDTH CONTROLS and other specialised electronic equipments. The purposes for 
Mullard Ferroxcube can very conveniently be extruded into rods which it is already being most successfully applied in such 
and tubes, In this form it is ideal for use in linearity and picture — €duipments include filter networks, wide band transformers, 
width controls, providing a smooth control іп а compact assembly. Magnetic amplifiers, and pulse transformers. 


| PLEASE WRITE FOR FULL DETAILS 


. Mullard rerroxcusr 
Fr ————— 


RROMAGNETIC FERRITEL—— 


MULLARD LIMITED * CENTURY HOUSE . SHAFTESBURY AVENUE - LONDON - W.C2A. 
(мР376) 


v 
CRAS 


кс, 


Ma 


| ; 
t 


A ETE 


In addition to Tungsten, Molybdenum and Tantalum we are now making ZIRCONIUM 
ROD, WIRE and SHEET in commercial quantities. We shall be pleased to have details 
of your requirements. Technical literature available on request. 


MUREX LTD - (Powder Metallurgy Division) * Rainham * Essex Tel.: Rainham, Essex, 240 
LONDON SALES OFFICE: CENTRAL HOUSE, UPPER WOBURN PLACE, W.C.| Tel: EUSto 8265 
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frequency shift operation. A typical application is this twin- 
channel, dual diversity, frequency shift radio teleprinter terminal. 
Multi-channel diversity or non-diversity racks can also be 
provided which incorporate a multi-receiver coupling T unit 
(Redifon Type MCU.1) allowing up to eight receivers to be fed 
from a single aerial. 

Recommendations for complete receiving stations employing 
these and other systems will gladly be submitted on request. 


REDIFON LIMITED 


BROOMHILL ROAD, WANDSWORTH, 
LONDON, S.W.18 
Designers and Manufacturers of Radio Communications and 


Electronic Equipment. 
P P р ча PPO PPP POD a» d PAP 


The Redifon R93 fixed frequency, high stability receiver is 
particularly suitable for monitoring, diversity reception or 
e 


ama. 


DECEMBER 1951 


g 
| 
Е 


AND THE 


—— ELIMINATION —— 
OF 


STATIC 


INSTRUMENT WINDOWS. A thin transparent coating 
of ‘dag’ colloidal graphite may be used to dissipate 
static from plastic windows. 


BELTS. Canvas, rubber or leather drive belts and 
conveyors may be coated with ‘dag’ colloidal 
graphite to *bleed-off' static which may prove 
hazardous, or may cause paper and other materials 
to be held to the belt surface by electrostatic 
attraction. 

AIRCRAFT. Static may be discharged from wing 
surfaces by wicks which have been impregnated 
with * dag’ colloidal graphite. 

Applied by brush, spray or dip, ‘dag’ colloidal graphite 
may be used as: Electrodes in Cathode Ray Tubes, 
Geiger counters, Light cells, Radiation meters, Screens on 
T.V. cabinets to suppress Е.Н.Т. radiation, Resistors— 
printed and conventional types. 


POST THIS COUPON TODAY — 


TO: ACHESON COLLOIDS LIMITED 
18 PALL MALL, LONDON, S.w.I 


Please send me additional information on the above or other applications for | 
dag’ in the field of electronics, | 


МАМЕ 


ADDRESS 


p———— 
— эшэ n — e — 


18 > PALL MALL " LONDON ^ S$'W'I боты о MAGA 
j| DISPERSIONS 


ACHESON COLLOIDS LIMITED dag 
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F. Bridges 


Balanced measurements up to 100 M/cs 
Unbalanced measurement up to 250 M/cs 


URING the last few years a number of techniques 
have been developed for making V.H.F. impedance 
measurements with an accuracy of 1% or 2%, so that a 
V.H.F. Bridge is no longer a novelty, It is still, however, 
comforting to have a bridge with which parasitic capacities 
do not cause serious errors in measurement. Wayne Kerr 
bridges avoid the difficulties arising from parasitic capacities 
by the use of transformer ratio arms, which give extremely 
low impedances between the bridge terminals and from 
the bridge terminals to ground. These V.H.F. bridges are 
as stable and as simple to use as an audio frequency bridge. 


through EQUIFLEX 


THE ALL-METAL SPRING MOUNTING 


@ EQUAL FLEXIBILITY 
IN ALL DIRECTIONS 


@ CAN BE LOADED IN ANY DIRECTION 
@ UNAFFECTED BY CLIMATIC CONDITIONS 
€ VARIOUS TYPES FROM 1-35 Ibs PER UNIT 
@ VIBRATION 1$ BOTH DANGEROUS AND COSTLY 


Write f for C atalog ue and Price List to 


A.WELLS & CO.LTD. 


М.0.5. TYPE APPROVED. PATENT № 571026 


STIRLING R? WALTHAMSTOW, LONDON E.I7. FOREIGN PATENTS GRANTED 
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VIBRATION MEASUREMENT 


A wide range of equipment developed and manufactured 
by De Havilland Propellers Ltd., and distributed by Mullard Ltd. 


Moving Coil Vibrators. For driving fatigue test Cathode Ray Oscillographs. Used in conjunction 
specimens and as general purpose exciters investi- with pick-ups and strain gauges for illustrating 
gating resonant frequencies. and measuring stress, strain and vibration. 

Driving Amplifiers. To provide a power source for 


Ae : Portable and Rack Mounted Signal Amplifiers. 
the excitation of vibrators. 


For amplifying signals produced by strain gauges 


Self-Drive Unit. A pre-amplifier for use with the and pick-ups when used with recorders and 
above to excite test specimens at their resonant indicators. 
frequencies. 


Multi-Channel Recording Cameras. To obtain 
permanent records of recurrent and transient 
phenomena. Used in conjunction with signal 
amplifiers, strain gauges and pick-ups. 


Strain Gauges. For the localised measurement of 
structural stresses and vibrating strains in moving 
parts. у 


Moving Coil Pick-ups. For measuring linear vibra- 
tion amplitudes, phase angles and frequencies and 
for investigating resonant and nodal patterns. 


Pressure Pick-ups. Unit for the remote indica- 


tion of steady or fluctuating pressures in pipe Slip Ring Units. Equipment for use with strain 
lines or containers. gauges when applied to rotating machinery. 


Steady Stress Bridge. Multi-connection bridges 
for rapidly determining steady strains detected by 
resistance strain gauges. 


Full details of any of the above equ'pments are available on request. 


CONDUCTIVITY EQUIPMENT + POTENTIOMETRIC TITRATION 


Ч APPARATUS : ELECTRONIC POLAROGRAPHS · TEMPERATURE 
[Mullard | CONTROLLERS > UNIVERSAL MEASURING BRIDGES : VALVE 
22 VOLTMETERS · F.M. SIGNAL GENERATORS > OSCILLOSCOPES 


MULLARD LIMITED, EQUIPMENT DIVISION, CENTURY HOUSE, SHAFTESBURY AVENUE, LONDON, W.C.2. TELEPHONE: GERRARD 7777 


CAVITY 
. WAVEMETER 


MODEL 32/2000 IS A TRANSMISSION INSTRUMENT 
COVERING THE RANGE 8825 TO 10,000 Mcjs. 


When loaded by our crystal mount 32/1500 the Q is in the order 
of 10,000. 


Other instruments in our X band range are— 


"24 „аш 


@ STANDING WAVE INDICATORS 

€ VARIABLE ATTENUATOR 

€ COAXIAL WAVEMETER 

€ BI-DIRECTIONAL COUPLERS 

€ KLYSTRON MOUNTS, etc., etc. 
LET US QUOTE FOR YOUR SPECIAL REQUIREMENTS 


WE WILL MANUFACTURE TO YOUR DRAWINGS OR 
DESIGN TO YOUR SPECIFICATION 


MICROWAVE INSTRUMENTS LTD 


WEST CHIRTON INDUSTRIAL ESTATE 
NORTH SHIELDS, NORTHUMBERLAND. М. Shields 2817 


DECEMBER 1951 41 ELECTRONIC ENGINEERING 


ALWAYS “FIT” 


Type A Slides as above supplied іп |54”, 17$", 21", 23$", 254” and 27}” lengths. Heavy type A Slides supplied in lengths 
234", 281", 32” and 37”. Type A series case strips may be drilled and countersunk or provided with ears or lugs. 


Twoarm Туре В Slides supplied in 23$" lengths down to 9" lengths. 13 gauge Heavy Type B Slides in lengths up to 30”. 


We also supply heavy duty castors up to 30 tons capacity each, 
including twin pneumatic wheeled types up to 40" diameter. 


OVER 6,000 TYPES AVAILABLE 
Ask for Brochure. 
Engineers, Patentees and Sole Manutacturers 
AUTOSET (PRODUCTION) LTD., Dept. О, Stour'St., Birmingham 18. 


Phone : EDG 1143/4. Est. over 32 years. 
Please mention ** Electronic Engineering.” 


UNITED INSULATOR CO. LTD, OAKCROFT RD. TOLWORTH - SURBITON - SURREY 
TELEPHONE: ELMBRIDGE 52141 CABLES: CALANEL, SURBITON 
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For critical analysis 


or routine production 


The 1684D/2 Cathode Ray Oscilloscope has been 
designed to meet these diverse requirements 
of laboratory, field and production units. 
Symmetrical d.c. circuiting is employed 

throughout, the amplifiers having a high and 
uniform sensitivity from zero frequency up to 

3 Mc/s. 


FURZEHILL LABORATORIES LIMITED 
BOREHAM WOOD, HERTS. TEL: ELStree 3940 


A COMPLETE SERVICE— 
ADVISORY AND SUPPLY— 
FOR SPECIALISED 


INDUSTRIES 


Illustration shows a compact gramophone pick-up head 
utilizing modern Alcomax Permanent Magnet. 
(By courtesy of Collaro Limited) 


TINSLEY · SHEFFIELD · 


027 
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Pretoria Automatic 


COIL WINDING MACHINE 


TO RADIO 
AND T/V 
DEVELOPMENT 
ENGINEERS 
This midget pre-set variable resistor with 


new double-slider gives greater stability and 


makes accurate adjustment easier. Designed 


THE PRETORIA is the ideal motor-driven machine for mainten- у $ Я 
ance departments and repair workshops. It winds various for panel or chassis mounting : available 
types of coils (rom (4^ to 67 in length and up to a maximum 


diameter of 57 with wires ranging from 22 to 48 S. W.G. in any value from 10 to 25,000 ohms 


Many refinements are embodied previously obtainable on only 
elaborate machines. 


NEVILLE'S averroor) LTD. 


А Subsidiary of Aeronautical and General Instruments"Ltd. 


PURLEY WAY, CROYDON, ENGLAND. 


Phone: THOrnton Heath 3211 Cables: '* Instradio, Croydon '* 


| ELECTRIC LTD | 
Charfleet Industrial Estate. Canvey Island. Essex. Phone: Canvey 691 
———— a о ЫЛМЫ {ШЫБАА 


— —— ALL-POWER — 
REGULATED POWER SUPPLIES 


Semi-standard designs are available 
covering output voltages from 0.1 to 
2,000 volts and output currents from 


Ке 7 


ImA to 10 amps. diccre rente tr 


Special Units can be made to any 
Specification, and although the de- 
mand for our products is continually 
increasing we can still offer reason- 
ably prompt delivery. 


ALL-POWER TRANSFORMERS LTD. 


CHERTSEY ROAD, BYFLEET, SURREY. 


TEL.: BYFLEET 3224. 
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B. P.L. 
TEST SETS 


B.P.L. D.C. TESTSET - £150 
B.P.L. UNIVERSAL TEST SETS 


£8 17 6 
... You find В.Р... UNIVERSAL TEST SETS 
them everywhere... 200000/v £11 10 0 
‘ CASTLE” ENGINEERING COMPONENTS B.P.L. SUPER RANGER £19 19 0 
ierit dl Melde. am Precidon ‘Harned аты егедй B.P.L. SUPER RANGER 20,000 av 


£22 15 0 


All prices subject to trade discount. 


— Machining and Light Assemblies 


Brochure on request 


£^ í y Available for immediate delivery 
Хе + from our stockists, М.К. Supplies 
E М: 4 Ltd., 68, New Oxford Street, W.C.1. 
£ A : or write to: 
CASTLE ENGINEERING BRITISH PHYSICAL LABORATORIES 
COMPANY (NOTTINGHAM ) LIMITED HOUSEBOAT WORKS, RADLETT, HERTS. 
ere regon 4508 (Sines ERS енот Орса өтәров Telephone : Radlett 5674/5/6 


HASLAM STREET - CASTLE BOULEVARD - NOTTINGHAM 


дїй COMPOUND FILLED 


nup X CHOKES 


for 
UTMOST 


RELIABILITY 


Woden Compound Filled transform- 
ers have been developed {ог use 
in exacting industrial and climatic 
conditions and have the following 
features :— 


Quantity production of small automatically made pieces in 
Steatite, Porcelain, and Rutile materials for electric cooking 
and heating equipment, and telecommunication apparatus. 


@ Complete moisture-proof filling compound 
@ Universal fixing for abave ar below chassis wiring 
Ф Constant fixing centres and arerall size 


@ Occupy minimum space and ensure clean 
ond compact layout 


Send for latest catalogue 


WODEN TRANSFORMER 00, LTD., GEO. BRAY & CO. LTD., Leicester Place, Leeds 2. 


MOXLEY ROAD, BILSTON, STAFFS. Tel.: 2098118. Grams.: " Bray, Leeds 2 


ьт... 
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*VARIAC"— 


^\ VA C М eir: 


THE SCIENTIFIC Infinitely Variable 
banisi ЕЕЕ MADE 


VOLTAGE REGULATING TRANSFORMER 


Smooth Control Reasonable 
overload capa- 

Linear scale, ety. 

various mark- Output in- 

ings. dependent of 


load. 
115 or 230 volts 
serviceorothers 
if required. 


Single or duplex 
voltage outputs. 
(Туре 100 RM/ 
28). 


Special types 
for 500 cycle or 
2,000 cycle, etc., 
сап be supplied. 


Supplied with or 
without screen. 
Ring-type 
laminated core. 
The 'sectional- 
ised' illustration 
shows Types 200 
(580 and 860 va). 
Bench or panel Larger types are 
type mounting, р made-up to 

reversible shaft. Kva. 


Low  tempera- 
ture rise. 


Write for Catalogue V549 for complete data 


HIVAC LTD CLAUDE LYONS LTD. 


GREENHILL CRESCENT, HARROW-ON-THE-HILL, ELECTRICAL & RADIO LABORATORY APPARATUS, ETC. 


MIDDLESEX. Telephone : HARrow 2655 180 Tottenham Court Road, London, W.l, and 


76 Oldhall Street, Liverpool 3, Lancs. 


DONOV AN ACCESSORIES — 


R THE ELECTRONIC 
ACTURER ! 


MINAL BLOCKS 
amp. sizes 


FO 
APPARATUS MANUF 


RSONAL SERV 


ТУРЕ 2.95 TER 
Made in 15, 30 and 60 


MN 
туре C.30 PUSH BUTTON UNIT. 


1 А.С. Р 
Туре A-I 
ед for mounting ОП T. 


RELAY — 4-pole with N.O 
ог М.С. contacts. 


arran 
te. 
customers’ own cover pla 


THE DONOVAN ELECTRICAL CO. LTD. 


| Г THE HARBORO’ RUBBER CO. Up 
" А : 74 5 
Safuse Works : Stechford : Birmingham 9 асно BB SL uL ES 
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| Industrial 


High 
Vacuum 


М * J 


By J. В. Davy, B.Sc., F.P.S., Chief Physicist, Messrs. 


Barr & Stroud, Ltd. The author has had considerable 
experience in the application of high-vacuum 
technique in industry, and his book is of great 
value to the high-vacuum physicist and to 
industrial technicians and students. It deals 
fully with the pumping system and allied 
mechanisms, with the application of the 
plant to industrial purposes, and with the 
basic theory. 82 illustrations. 25/- net. 


Pitman 


Parker Street, Kingsway, London, W.C.2 


= 0 


RELAY 


Characteristic Im- 


CO-AXIAL 


TYPE SCX 


pedance 45 or 70 О. 
Body size only 

24” x 12” x 15°. 
Further details in List 245/B. 


NOTE: 
Reserved at present for Services and 
Industrial purposes. 


LONDEX LTD 


Anerley Works, 
London, S.E.20. 


Tel.: SYDenham 6258. 


The First published design 
for B.B.C. F.M. Reception 


HOME BUILT 


FREQUENCY MODULATED 
RECEIVER 


Ву К. В. STURLEY, Ph.D., M.I.E.E. 


Contains full details and wiring diagrams for the construction of a frequency-modulated 
receiver for reception of the B.B.C's new high-fidelity F.M. transmitter at Wrotham (Kent). 
included in the booklet is a design for a suitable aerial system and a simple modulated 


test oscillator for alignment of the І.Е. stages. 


Obtainable from :— 


ELECTRONIC ENGINEERING 


Price 4/6d. 


Post Free 4/94. 


28 ESSEX STREET, STRAND, LONDON, W.C,2. 
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SERVOTRONIC SALES 
OFFER 
MAGSLIPS and SELSYNS 
for 
SERVO CONTROL EQUIPMENT 
ELECTRICAL COMPUTATION 
REMOTE INDICATION 
SYNCHRONOUS LINKS 


Write Гог our Brochure 'Synchros' and Price List 


ABBEY ROAD, BELVEDERE, KENT 


à Telephone : Erith 2479 


AMBITIOUS ENGINEERS 


HAVE YOU HAD YOUR COPY OF 
“ENGINEERING OPPORTUNITIES”? 


Whatever your age or experience—you must read this highly 
informative guide to the best paid engineering posts. The hand- 
| book contains particulars of А.МІ.С.Е., А.МІ.Месћ.Е., 
A.M.I.M.I., A.M.Brit.LR.E., and other important Engineering 
Examinations, and outlines home-study courses in all branches 
of Civil, Mechanical, Electrical, Automobile, Radio and 
Aeronautica] Engineering, Draughtsmanship, Building 
and Plastics, General Cert-ficate of Education, etc 
We Guarantee '" МО PASS—NO FEE" 
If you are earning less than £14 a week you cannot afford to 
| miss reading “ Engineering Opportunities.” It tells you 
everything you want to know to secure your future. Write for 
this enlightening guide to well paid posts NOW—| an 
without obligation. 
BRITISH INSTITUTE OF 
ENGINEERING TECHNOLOGY 


PINTER © рро УЯ 


337a Shakespeare Hse., 17/18 Stratford Place, London W1 BIE 


éé SPEARETTE » аа ONE 


PIN 
ALIGNING TOOLS 


TYPES AVAILABLE FOR 
B7G - BBA - B9A 
VALVE BASES 


SPEAR ENGINEERING CO. LTD. 


TITAN WORKS, WARLINGHAM, SURREY. 


Telephone: Upper Warlingham 2774. 


Wire-wound and Composition 
types. Single, Ganged, Tandem 
Units. Characteristics : linear, 
log.. semi - log., поп - inductive. 
etc. Full details on request. 


RELIANCE 
PD ADAAAAAAAAAM 
RELIANCE MNFG., CO. (SOUTHWARK), LTD., 


SUTHERLAND ROAD, HIGHAM HILL, WALTHAMSTOW, Е. У. 
Telephone : Larkswood 3245 


ELECTRONIC ENGINEERING 


Dept. E.E 


18 TOTTENHAM 
COURT ROAD, 
LONDON, W.1 
Tel.: MUSeum 2453/4539 


SUPPLIES 


Shop hours : Monday - Friday 9 —5.30 


RELAYS 


D.C. COIL RESISTANCE 


3,000 TYPES: 1.92 to 80,0000 
600 TYPES : 0.40 to 9,2000 


ALSO LARGE STOCKS OF 
DOUBLE & TRIPLE-WOUND 
AND SLUGGED COILS. 


CONTACTS 


3,000 TYPES : up to 8 sets. 
600 TYPES : up to 4 sets. 
3,000 TYPES : Make (M), Break (B), 
in Twin-silver, Twin-platinum, Dome- 
Silver (2 amp.), Tungsten (5 amp.), 
and Flat-silver (8 amp.). Change- 
Over (С), in all but Tungsten : Make- 
Before-Break (K), in Twin-silver and 

Twin-platinum. 


Saturday 9—1 


600 TYPES : (M), (B) and (C), in 
Twin-silver and Twin-platinum. 


SPECIAL 

S.T. & C. Type Polarised Relays. 
6 coils : 180 ohms + 180 ohms + 
180 ohms + 180 ohms + 115 ohms 
+ 115 ohms on same bobbin. 
Contacts : Single change-over. 
Dimensions : 31^ x 3$” base ; 
overall height. 


29 


—combines with beauty апа 
soundness of DESIGN in the 


Tue 
Ош. 4 
Жо. 406. 
Waien: 10.5 шуш. Leogth: 22 шла. Height: 1.5 
AIR to ВрР——7.5 ma 18 wr ien. DE rd 
DIELECTRIC | ham, 2 0 3r lenm: law: Straight Boe 
capacity, Power Factor: Less than 001. Lasulation: 
TRIMMER lover 2.000 megohms. Voltage: 500 D.C. 


OXLEY DEVELOPMENTS co. 


ULVERSTON, NORTH LANCS. 


LTD. 


TEL.: ULVERSTON 3306 


HIFI 
STOURBRIDGE, WORCS. Telephone: LYE 261 


LTD., 150, HIGH STREET, LYE, 
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“J.B.” SERVICE (BEXLEYHEATH) LTD. 
5 MAYPLACE ROAD WEST, BEXLEYHEATH, KENT 


OFFER 


PRESTCOLD REFRIGERATION UNIT FOR RIVET 
STORAGE. METERED TEMPERATURE DOWN 
TO 10°С. £150. 


ANTENNA PEDESTALS, ROTATING, NAVY TYPE, 
CNM-10 ACH. 115 VOLT, 60 CYCLE. £50. 


RESISTANCES VARIABLE, HAND-WHEEL DRIVE 
10 OHMS, 3.5 AMP., 5.70 OHMS, 7.8 AMP.,5.7 OHMS, 
8 AMP. ALL TYPES, 17/6 ЕАСН. 


PUBLIC ADDRESS SPEAKERS, 2’ 3” FLARE. EXCELLENT 
CONDITION. #3. 


SOCKETS, CLIX TYPE, REF. 10Н/2608. ENQUIRIES 
INVITED FOR QUANTITIES. 


ALL-METAL SPRING MOUNTS, WELLS TYPE 
ENQUIRIES INVITED FOR QUANTITIES. 


WILKINSON'S OF CROYDON 


AUTO TRANSFORMER, 230/115 volts 500 watts 50 cycles, 
fully shrouded, new. Made by Met. Vic., £4 108. each. 
RECTIFIERS, SELENIUM, { wave 12 V 200 mA, 2з. sa, 
each ; 444 У 40 mA, 9s. 3d. each ; Voltage Doubler, 168 У 
40 тА, 7з. 63. each ; 24 V 25 amp. Funnel cooled, 87s. 
each ; Bridge type 24 V 75 mA, 3s. 4d. each ; 36 V2.5 amp, 
27s. each ; 48 V 75 mA, 5s. 7d. ‘each ; 48 V 150 mA, 6s. 104. 
each ; 96 v $00 mA, 318. each ; 96 V 2. 5 атр, 66з. each: 
MIRROR GALVANOMETERS 30 microamps per standard 
scale 20" sweep strong construction 5° by 3", £7 10s. each. 
TEST SET 205. Wavemeter range. 3.05 to 3.35 centi- 
metres, built-in oscillator with 9 valves including Klystron 
type CV.129, etc., in good condition, £20. 
MICROAMMETER 0-50 24 Flush Type, contained in Test 
Set 28. A very sensitive meter. Only 50s. each complete. 
PHOTOMULTIPLIER with Network No. 931A, 90s. each. 
BLASTING GALVANOMETER, Scale 0-25. Westing- 
house. With leather case. New and boxed, 55s. each. 
TELEGRAPH RELAYS, Мо. 4121С, 40s. each. 


19, LANSDOWNE ROAD, CROYDON 
САО : 0839 


Miniaturised 
Transformers 


Primarily developed for hearing 
aids, che miniature transformers 
we manufacture have been found 


eminently suitable for use in small 
portable radios, radio control 
work, communications and model 


The high efficiency of these 
very small cransformers is 
due to che special lamina- making. Inquiries invited for 


tions, hydrogen annealed miniature transformers in small or 
after stamping. Size of 


Transformer shown: 3” large quantities, also for other 
X 7/16" x 3° dia. bobbin. miniaturised components. 
JOHN BELL & CROYDEN 

117, HIGH STREET, OXFORD "Phone 48362 


Luminescent MATERIALS 


FOR 


ELECTRIC DISCHARGE LAMPS 
CATHODE RAY TUBES 
X-RAY SCREENS 
INSTRUMENT DIALS 
DECORATIVE DISPLAYS 
SPECIAL PHOSPHORS MADE TO 
CUSTOMERS’ SPECIFICATIONS 
* * Ж 


DERBY & COMPANY LTD. 


Offices: 
11-12 St. Swithin’s Lane, London, E.C.4. 
Telephone : AVENUE 5272. 
Telegrams: PLATIVET, London 


Works : 
Millmarsh Lane, Brimsdown, Middx. HOWard 2208 
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MAGNETIC 
RELAYS 


LARGEST STOCK IN 
GREAT BRITAIN OF RELAYS, 
KEY SWITCHES AND 
UNISELECTORS 


Government Contractors 


RELAYS Р.О. 3000 - 600 - o HIGH SPEED. 


400v. A.C. 
ALL NEW и da GOODS 


JACK DAVIS (Relays) LTD. vert. Е.Е. 
36 PERCY STREET, LONDON, W.1. 
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m! BRADMATIC - тр. 


Phones: MUSeum 7960 LANgham 4821 


Offer the BRADMASTER 
Model 5 Tape Desk 


m Built to professional standards. 
B Two speeds—3$ and 74 inches per second. 
W Easily adjusted for single or twin track recording. 
m Fast wind and rewind—full reel rewound in I} minutes. 
@ Heavy alloy flywheel. Freedom from "wow"'' and ’’fluccer.”’ 
и Double servo brakes on each hub. 
ж Push-button control. 
@ Three heavy duty motors. 
Ш Three shielded Bradmatic heads. 
Ш Size : 131 in. by 153 in. by 6} in.deep. 
PRICE : (Fitted wich 5RP heads) m de .. 6410 0 
(Fitted with 6RP heads) des sfr ... 642 0 9 
Hi-fidelicy Magnetic Sound Heads : £385 d. 
type 5RP fe - — — sn 3 5 0 
type 5E (erase) м с «e кї 15: 20 
Super fidelity magnetic Hound ihe xd 
type 6RP (record/play head) - 315 0 
Composite Screening Cans сте) and mumetal) "t 4 6 
Oscillator, Coils суре IB as ж: б 9 0 
Plate Coils, суре IB T. eee cee pe ow 9 0 


Tape on 7-inch reels, 1,200 ft. : 


Emitape type 65 (low coercivity) ... 115 0 
Emitape type H6O (hish E» daos 115 0 
Scotch Boy (Durex) . 115 0 
G.E.C. type A 110 0 
Amplifiers and Microphones, etc., “supplied 
Trade Supplied. Send for Lists to the Sole Manufacturers : 


BRADMATIC LIMITED 
STATION ROAD * ASTON * BIRMINGHAM 6 
Phone : EAST 0574. Grams : Bradmatic, Birmingham. 
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Acheson Colloids Ltd. 
Airmec Laboratories 
All-Power Transformers Ltd. 
Alston Capacitors 


Automatic Telephone & Electric 
Ltd. 


Autoset (Production) Ltd. 


Co., 


Baker Platinum Ltd. 

Ве! & Croyden. John 
Belling & Lee Ltd. 
Bradmatic Ltd. 

Bray & Co.. Ltd.. George 


British Institute 
nology 


British Physical Laboratories 1:0. 
British Thomson-Houston Co.. Ltd. 


of Engineering Tech- 


Castle Engineering 
Ltd.. The 


Chance Bros. 

Chapman & Hall Ltd, 
Cinema-Television Lid. е 
Cole Ltd., Е. К. 

Connolly's (Blackley) Ltd. 
Cossor L'd.. А. С. 


Co. (Nottingham) 


Darwins Ltd. 

Davis Supplies Lid., Alec 
Davis (Re'ays Ltd., Jack 
Derby & Co.. Ltd. 


MENS y atit 


f 
LEY МСС А 


INDEX TO ADVERTISERS 


Donovan Electrical. Co., Ltd. 46 
Edison Swan Electric Co., Ltd., The 22 
Edwards & Со. (London), Ltd.. W. 36 
Even Electric Ltd. 44 
Electronic Engineering Monographs 47 & 495 
Euglish Electric Co., L*d.. The 18 
Eve shed & Vignoles Ltd. 14 
Furzehill Laboratories Ltd. 43 
Garduer’s Radio Ltd. 32 
General Electric Co., Ltd.. The 13 
líarboro" Rubber Co.. Ltd.. The 46 
Нікас Lid. 46 
Wifi Lid. " 48 
**.8." Service Ltd.. The 49 
Londex Ltd. 47 
Lyons Ltd.. Claude 46 
Marconi [ns:ruments Lid. " 36 
Marconi's Wireless Telegraph Co., Ltd. 24 
Measuring Instruments (Pullin) Ltd. 32 
Metropolitan-Vickers Electrical Co.. Ltd. 21 
Microwave Enstruments Ltd. 41 
Minaesota Mining & Manufacturing 
Co., Ltd. В ә 33 
Muirhead & Со.. Ltd. 31 
Mullard Ltd. 26. 38 & 41 
Multicore Solders Ltd. Cover iv 
Murex Lid. x " 38 
Nagard Ltd. $ 28 
Neville’s (Liverpool) Ltd. 44 


Glass-to-metal Seals 


The present abnormal conditions of supply have placed 
increased emphasis on the correct choice of constructional 
materials. As ап example, the Nilo range of nickel-iron alloys 
provides a range of compositions each having distinctive 
characteristics and developed to meet a specific requirement. 


May we send you а copy? 


& COMPANY LIMITED 
Wiggin Street, Birmingham 16 


HENRY WIGGIN 


Oxley Developments Co.. Ltd. 48 
Painton & Co., Ltd. 3 
Parmeko Ltd. 25 
Partridge Transformers Ltd. 12 
Pitman & Sons Ltd., Sir Isaac 47 
Radio Resistor Со.. Ltd. 9 
Radiospares Ltd. 12 
Redifon Ltd. р 39 
Reliance Mfg. (Southwark) Ltd. 48 
Salford Electrical [Instruments Ltd. 19 
Sanpgamo-Wes:on Ltd. Cover iii 
Sankey & Sons Ltd.. Joseph Cover ii 
Servotronic Sales 48 
Spear Engineering Co.. Lid. | 48 
Siandard Telephones & Cables Ltd. 23 & 37 
Telegraph Condenser Co., Ltd.. The 17 
Te'egraph Construction & Maintenance 
Co.. Ltd., The 27 
Tufnol Ltd. 11 
United [nsulator Ltd. 42 
Vortexion Ltd. Cover i 
Walter Instruments Ltd. 33 
Wayne-Kerr Laboratories Ltd.. The 40 
Wells & Со.. Lid.. А. 40 
Whiteley Electrical Co., Lid. 27 
Wiggin & Co., Ltd., Henry 50 
Wilkinson, L. 1 49 
Woden Transformers Co.. Ltd. 45 
Wright. Bindley & Gell Ltd. 12 


We believe that our revised publication, which includes 
tabular data on the properties of the various grades of alloy, 
together with examples of their industrial use, will prove a 
useful guide to the selection of the correct grade of material, 


мз 


Printed in Great Britain by The Press at Coombelands, Ltd., Addlestone, Surrey, for the Proprietors, Morgan Brothers (Publishers) Ltd., 28, Essex Street, 
Strond, W.C.2. Registered for Transmission by Canadian Magazine -Post 


ЗАМСАМО WESTON LIMITED 


Enfield, Middlesex. Tel: Enfield 3434 (6 lines) & 1242 (4 lines). Grams: Sanwest, Enfield. 


Branches : Glasgow, Manchester, Newcastle-on-Tyne, Leeds, Liverpool, Wolverhampton, Nottingham, Bristol, Southampton and Brighton. 
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THE FINEST CORED 


proved in use 


Ern». Multicore being used in servicing a modern aircraft transmitter 
receiver at Airwork's Maintenance Workshops, Gatwick. 


Assembling television receivers at the DuMont Factories, Newark 


SOLDER IN 


THE 


over 12 years 


BY LEADING MANUFACTURERS OF 
7 e 
у= 
Du 


ring 1939-45, more Ersin Multicore 

was made and used in the manufacture of electronic 
equipment for the Services than any other acti- 
vated, non-corrosive, flux-cored selder in the world. 
During 1946-51, tte demand for Ersin 

Multicore increased to such an extent that regular 
supplies were exported to more than 48 overseas 
countries—even to the U.S.A., where many home- 
produced brands can be obtained at a lower price. 


WORLD 


HERE ARE SOME OF THE REASONS WHY ERSIN MULTICORE 
HAS ATTAINED SUCH WORLD- WIDE POPULARITY :— 


* The 3-cored construc- e Soldered joints made with 


tion guarantees flux con- 


tinuity and prevents “агу” 
or H.R. Joints. 


* Multiple core composi- 
tion means thinner walls 
of solder, which result in 
instant melting. 


© The correct proportion 
of flux to solder is always 
assured — no extra flux is 
required. 


9 Ersin Flux reduces sur- 
face tension of molten 
solder, causing it to wet 
metals rapidly. Ir also 
cleans oxidised metallic 
surfaces. 


U.S..4. with British-made Ersin Multicore Solder 


Ersin Multicore remain 
free from corrosion even 
aftcr prolonged exposure. 


ө The flux residue is im- 
pervious to moisture, hard, 
non-sticky, non-toxic and 
avoids accumulationofdirt. 


® For more than 12 years, 
the same unvarying and 
consistently high quality 
has been maintained. 

* Fully approved by 
A.LD., A.R.B.,and G.P.O 
and complies with U.S 
Govt. specifications, B.S.S 
219 & 441 and M.A.P., 
D.T.D. 599. 


Considerable quantities af Ersin Multicore are used at the factory of 


Ersin Multicore is now available in 377 different packings, 2 


the Amalgamated Wireless (Australia) Ltd., Sydney, Australia flux percentages, 8 alloys and 9 gauges. We will be pleased 
to send to manufacturers, without charge, new technical 
literature and bulk prices. Service 
engineers and radio enthusiasts can 


obtain Size 1 cartons from. most 


SIZE 1 CARTONS 5/- RETAIL 


што Tm y mE a radio and electrical shops. 

С 16014 60/40 14 13 feet 

C 16018 60,40 18 37 feet р к: fory 
C 14013 40/60 13 13 feet Гог” Servicer 
C 14016 40/60 16 26 feet Engineers. 


Ersin Multicore Solder 


MULTICORE SOLDERS -LTD., 
MELLIER HOUSE, ALBEMARLE STREET, LONDON, W.1 ® REGent 1411 
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